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FIGHTING FICTION WITH FACTS. 





ETTING in the first punch, and making it a 

(5 good one, is a mighty good way to start a 

fight, and this reliable method of weakening 

an opponent appears to have been adopted with 

considerable success by the radicals in recent labor 
troubles. 

It is a matter of history what they have accom- 
plished in many industries, and we can take the 
great lumber district of the Pacific Northwest as one 
sample of their insidious work. The lumberjacks, 
who are mostly I. W. W.’s now, are as fine a bunch 
of men at heart as ever drew breath. They were 
thoroughly contented and happy; better off with the 
six dollars a day they were making than ever before 
in their lives. Then suddenly the whole situation 
changed— in a night. A band of agitators swept 
through the country, and the next morning the men 
were out of hand. They were asked what was the 
trouble, and were they not satisfied with their six dol- 
lars a day? They sneered back that while they 
were making six dollars a day, the lumber companies 
were making sixty dollars a day out of each one of 
them. The agitators told them that, and they swal- 
lowed the bait, hook, line and sinker. 

The statement was absolutely untrue, and, as a 
matter of fact, the lumber companies were having a 
hard time to make ends meet at that particular time. 
The men did not know this, but believed what the 
Reds.told them. No effort was made, apparently, to 
set them right. Similar tactics have been em- 
ployed in other industries—resulting in a few rotten 
apples spoiling the whole barrel. 

Treating such crises indifferently prolongs the 
situation. The way to prevent industrial upheavals 
is to fight fiction with facts, and to get in just as good 
a lick as the other fellow at the time when he is put- 
ting out his propaganda, or sooner. It has been 
done successfully in one city, anyway, where a num- 
ber of firms grouped for the purpose of giving 
their employees facts. Instead of hand-picking 
their labor and keeping those out who were apt to 
make trouble, they invited them in. The more radi- 
cal they were, the more the companies wanted 
them. And free speech and meetings were encour- 
aged, the only stipulation being that, whenever such 
meetings were held, the plant manager, statistician 
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or owner, or some such authority, was on hand to 
speak at the same time the agitators spoke and to 
see that the men got facts. 

What was the result? Not a strike, according to 
reliable authority, among the members of _ this 
group, and even though the strikers in other plants 
marched past these associated plants, with a brass 
band at their head, not a man left his bench. 

Surface bunk can be easily transplanted by re- 
liable, first hand that has the solid 


foundation of truth and justice. 


information 





SIGNING THE PLEDGE. 





N our younger days many will remember that 
| there was a custom known as “‘signing the 

pledge,’ which obligated the signer to keep 
to the straight and narrow path throughout his life. 
On some occasions grown-ups who had gone off the 
main track gave themselves a new start by signing 
the pledge, the moral being that it is never too late 
to mend. 

Many merchants have reached the point where 
they can sign a pledge to govern their future busi- 
ness practices. It can be done privately—in the 
mind of the merchant, and will be successful if ac- 
companied by the strong determination to stick to it. 

Such a pledge might read as follows: 

‘| will refrain from doing cheap work and insist 
on high grade materials and equipment, which are al- 
ways better for the customer. 

‘I will make all bids fair to my customer and my- 
self and include my overhead expense and a just 
profit in every instance. 

‘I will practice cooperation among my competi- 
tors, refraining from knocking and malpractices, be- 
cause, at heart, I have the welfare of the industry 
to consider. 

‘T will enter enthusiastically into association work 
and give, as well as take, and do my part in elevat- 
ing the industry. 

‘I will support all progressive moves that are 
being carried out by constructive agencies along the 
lines of trade extension, standardization, etc., giving 
them help instead of treating them with indiffer- 
ence.” 

A pledge like this, carried out in 1920, would be 


far-reaching in its benefits. 





NATIONAL TRADE EXTENSION 
BUREAU PREPARES CHRISTMAS 
WINDOW DISPLAY 


Window Dressing Department Shows Originality in 
Model Layouts Which Plumbing Trade Can Dupli- 
cate and Make “Passers Buy” Out of “Passers-By”’ 














YOITIONAL evidence of the constructive work that lt both these sources tail, write The Trade Extension IB 
hei done 1, National Trade Extension reau and we shall be glad to tell you where you can secu: 
Bureau at headquarters in’ Evansville, Indiana, is a cardboard model similar to the one used in the illus- 
ented herewith in the form of three model window tration. 
displays, designed to attract Christmas trade to plumbing Che signs in black and white should not cost more tha: 
Much originality has been introduced in these lay 1.50. Besides the cards shown, you can utilize the displa 
outs and there is no question that the duplication of these posters sent you by the manutacturers of the lines) you 
ygestions by progressive master plumbers should be most handle 
protitabl Certainly windows of this character, appearing Circular Letter on Kitchen Sink. 
it th time of the vear, will have much to interest the Dear Madam: Your living room has very tasteful deco 
er-by, and he or she will be awakened to the tact that rations and the furnishings of your home make it a settin; 
the plumbing establishment can solve many of their buving for contentment. It’s the place where your family should 
blems at Christmas, and in a way that will gratify both want to gather. 
| ind recipient of the goods shown. Sales will be You yourself, howev&, probably spend a good many 
ned and closed and other sales will follow after the hours every day in your kitchen, and it’s there the drudgery 
. simply because a lasting impression will be of housework really centers. The gas and electric stov 
reated through these pleasing exhibits of household neces have lightened your work to a considerable degree, and the 
m7 
| addition to ltort along these Ine s, letters can he sent 


to customers and prospective chents calling attention to the 
ervice that the plumbing shop can render at this time and of 
the wide variety of products that are suttable for Christmas 
resents The costs of such a campaign will not be large it 
directed at a s« lected hist of people. 

Here is what the Bureau says in regard to the window 
displays reproduced herewith 

A Display with a Touch of Color. 


\ one-piece sink in your window is worth two in the 





if ils 
'retty soon the husband will be in a shopping mood. He 
will be racking his brain to tind something suitable to give 
as a Christmas gtft lle won't be thinking of the kitchen 
a Iustrated in your catalogue when he passes your 


tore, but if vou have a sink in the window he'll remember 
that his wife has been begeing him through all these yea4rs 
to lighten the burden ot her housework 

splay is built in a six-foot window. Wall board 


’ ! 
ised as a background and painted a lhght blue gives a 





cheery atmosphere of cleanliness to the kitchen sett 





The window 1s easily constructed by the handy .man and 


Onsist ort a wooden }rarne with ai hacking of wallboard 


_ : ca The National Trade Extension Bureau’s Suggestion for a 
[he panels of the window are painted a light blue. ihe Window Display Featuring a Kitchen Sink. 


window trame is constructed separate trom the background 


and is simply tacked against the backwall. It can be used other apphances which modern science has given us ar 
over and over again, with slight variations making life more worth while. 

The model may be rented from a department store, if you None are appreciated like the sanitary, one-piece porcelat 
have cultivated the friendship of its owner. If not avail- kitchen sink, the greatest time and labor saving device which 
able there, try your bill poster and ask him for a left over you can secure for your home. Grease cannot lurk 1m th 
poster with a woman on it. Paste the sheet on wall board crevices, for there are only round corners, which a dam} 
and with a sharp knife or a tine saw cut it out carefully. cloth will clean to a glistening white. 
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Quite a contrast with the old-fashioned, wood-rimmed When we want hot water, we want it instantly, not in half 
nk, that splinters and slivers when it becomes water- an hour, and then get it perhaps only tepid, instead of hot 
gged. Hot water—instantly available, in abundant quantities, 
Why not make this suggestion to your husband: “Let's independent of the furnace or coal heater—in winter or sum 

make this a practical Christmas. I need a new kitchen mer—that's the kind of immediate service you get with a 
ink, one that I won’t have to apologize about when friends Blank Automatic Gas Water Heater. 
nd their way to the kitchen.” Tell him he couldn’t buy There’s no question about the economy of the Blank Gas 
ou anything that would please you more. If you'll follow Water Heater now with coal at its peak im price \ 

this lead you needn't be surprised at all if there’s a new waterheater heats only the water that 1s needed—1 twent 
ink im your kitchen by Christmas morning. gallons or even a pint more, but just enough 
Here's hoping you get your wish fulfilled, That's the kind of a heater we can place in your home 


\. Plumber & Fitter. 
A Display that will Sell Goods. 

The time-payment plan is combined with the Christmas 
idea in the accompanying display of automatic gas water 
heaters. The holiday idea is carried out in the background 
ind the wall board cedar trees. This simple display is very 


timely and easily arranged. 





\ny plain or paneled background can be used in this 





window. The entire color scheme 1S blue, 11) order to 
better set off the dark shells of the water heater models. 


. 
~~ 


ce heed fo 
Be ony 


Instead of using two heaters of different types, one heater, 





placed in the center of the display will be just as effective 


PR tnt i ey ea i hile 
‘ ‘ 


Only the signs need be arranged in a slightly different man- 





~ 


ner, 

fhe two columns at either side of the display are made 
of wall board, painted a flat white with a darker panel of 
mottled effect. The trees too are of wall board, and can 
he cut with a knife or small saw and are painted a dark 
yreen to resemble cedar foliage. 

The display illustrated herewith is set in a six-foot win- 











dow. Built of wallboard, the background is a “box. set- 

ting’ and easily constructed The French doors are a 

separate frame, backed with wall board. The frame is 

painted white and the panels representing the glass in the Increasing Gas Water Heater Sales Can Be Accomplished by 
door are a light blue. The draperies are a light blue Adopting the Ideas Incorporated in the Above Window Display 

gauze material and need not be expensive. The door frames i. 
are built separate from the rest of the display and are tor $17.50 cash, the remainder to be patd im small month! 
merely nailed to the back wall. They can be used over and sums extended over a year. Vhone us for detaal How 


that for real service? 
Yours for Hot Water on Demand 
The Sanitary Plumbing Co 


over. The gilt molding 1s tacked on the wall board, in fact, 
this is the only addition to the setting, used in other win- 


dow displays illustrated in this bulletin. 


The floor covering is a dark blue or dark green cheese A Christmas Window. 
cloth, and if gathered in heavy folds, resembles a very ex- Shop Early and Shop Here! 
pensive decorative material. It greatly adds quality to a Make that the motto for Christmas displays in vo 
display of this kind. store. There’s no reason why the Christmas shopper will 
The printed cards are the work of a sign painter and not come into your store and fill the stockings of tly 
represent a lay-out of about $1.50. lor a_ Iittle more entire family with the pleasure-giving apphances that von 
money more elaborate and colored signs can be prepared. can hang on the tree of good cheer, just as well a 
Exclusive of the background the entire window display you had toys for sale instead of useful gifts 
costs about $5.00. The same back-ground, but in variafions of decorative 
This is certainly a cheap and effective means of adver- effects holds good for all the smaller displavs shown in 
tising and adds tone to your business as well. this bulletin. They are designed for six toot windows 
Circular Letter on Gas Water Heaters. and of the utmost simplicity im) construction 
Dear Sir:—Before the cash-and-carry habit got us, we A fireplace built of wall board in three hours, and th 
used to get downright mad at the grocerykeeper when he told little trees are symbolic of Christmas The aces ri 
us that our “order was on the way.” It’s a healthy trait that are usually kept boxed up in order to preserve 1 
of American aggressiveness to feel that way about delays. dazzling whitness from the dust are brought torth 
We want things delivered to us without waiting, when such well-chosen signs are the magnets that draw buyers t1 
deliveries are possible. the side-walks into your store. They make “passers bu 
Hot water can be gotten instantly, without waiting for it out of “passers-by.” 
to heat on the kitchen stove. As a rule the housewife who The central sign should be more elaborate and decor 
relies on her teakettle 1s always waiting for the water to tive than the others and the general tone ot the w 
get hot. should be green and red to set off the white porcelain 
Hot water is a real necessity in every home. There's fixtures all the more. 
hardly a household operation that does not require it. Irom Only medium priced accessories that can be Vrapy 
the morning bath and shave, on through the day, at every up and carried home should be shown in this wind 
meal, up to the nervesoothing warm bath taken before retir- Christmas package goods make very desirable displa 
ing. Hot water is ever in demand. A word about the fire-place. The rehef decorations ay 











old paper-mache statues taken from the rubbish heap of 
the opera house, when it was remodeled. They received 
a coat of white paint and look like marble decorations. 
It’s just an example how cheaply windows, that attract 
attention and are really artistic, can be constructed, virtual- 
ly out of nothing. It’s here where the old adage “nothing 
omes ot nothing” ts shown up as false preachment. 
Circular Letter on Bathroom Specialties. 
Dear Sir (or Madan 


over what they are going to give their friends or kin 


Scie folks lose sleep Worrying 


at Christmas time. One wants to be economical and give 
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Bathroom Specialties Are Profitable. A Window Display Like 
This Will Attract Trade to Your Shop. 


practical presents, but the maze ot things shown in. the 
various stores puzzles instead of helps in selecting. 
We know a good many people—some of your friends 


are among them—who solve their Christmas problems at 


our store. There's a wealth of appliances that make ideal 
presents The list 1s too long to enumerate them all. 
Our store is unlke the plumbing shop of old. Wi 


! 


show toilet accessories as well as the larger fixtures « 
the bathroom. 

If you have a tiled-in bathroom, let us show you the 
hundred and one Iittle fixtures that will go to making it 
a complete dressing room. There’s the robe hook, for 
instance, of solid porcelain, with rounded corners, and 
the glistening white soap dish and tumbler holder, that 
hts snugly into the tile wall, and form a part of it. They 
make admurable little presents for the entire family. 

A shower bath for the boy or girl will please them 
better than anything you can hang on the Christmas tree 
[t puts pep and vim into their young bodies—the kind 
that an ordinary bath cannot give 

Appreciate it? If you could hear the recommendations 
we have tor solving vexing Christmas problems, you would 
never bother yourself another minute. We _ shall look 
forward to the pleasure of showing you our complete line 
Yours tor a Practical Christmas 

A Plumber & Son. 


of useful accessories 


Don’t Blame Him. 

Bill—“Why is that gink on the third floor walking 
2round with his head so high?” 

Jill—“Oh, somebody called him an egg, the other day.’ 
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“LITTLE BUSINESS BOOSTERS.” 





Kill the Frost. 

Nothing retards sales so much as a window glazed 
by Jack Frost. The air in the windows must be cooled 
warm air from the interior of the store prevented from 
tering. lirst board the inside of the windows or have tic} 
fitting sashes to prevent the warmer air of the store e: 
ing. Next bore a row of holes at the base of the window 
and a similar set at the top. This will permit a free flioy 
A simpler and | 
haps a better plan is by use of an electric fan. Start the 
running first thing in the morning and keep it running 


of air and keep the temperature down. 


day. This keeps the warm air on the move and lowers the 
temperature so frost will not have a chance to collect. 
sight of an electric fan working in winter also will hel; 
to attract attention to the windows more especially if it 
made blow upon a small American fiag. 

Five Principles of Inventory. 

The five fixed principles of inventory consist of importa: 
in the order named: 

First Principle:—Inventory at least once per year, be 
twice. 

Second Principle:—Tell the truth about your inventor: 
Won't place fictitious values on your goods for by so d 
you fool no one but yourself. 

Third Principle:—When you inventory under rather t! 
overvalue your stock. Forget the price you paid. A thing 
is worth what it fetches in the open market not what 
paid for it. 

Fourth Principle :—Classify your inventory as follows 

a. Real estate and land owned. 

b. Furniture and fixtures, include machinery, et 

c. All equipment outside of actual material used 
work or outstanding on orders 

d. Small, odds and ends inventory in bulks. 

e. Merchandise on hand. 

Fifth Principle :—Charge off so much per year tor depr« 
tion of fixtures, bad accounts, premium on insurance a: 
lessened earnings power. 


— = - ae ee eae 


The Statistics Branch, General Staff, states that t! 
work of training soldiers disabled in war to follow sor 
remunerative occupation upon discharge from service 
being carried on in General Hospitals in United State 
An educational staff of 1,217 is now employed in th 
work. To the end of September, 14,088 soldiers had be 
discharged from hospitals after undergoing such traini 
Of these, 13,494 were considered qualified to resume th: 
former occupations or to follow some new line of work 

Dr. C. H. Herty, who has recently returned fro: 
Europe, whither he was sent by the Government to stucs 
the dye situation, stated before the Washington Sect: 
of American Chemical Society November 26th that leg 
lation to protect the American dye industry and Ameri 
consumers of dyestuffs is vitally necessary. He said that 
German dye manufacturers are ready to stifle American 
competition and to sieze the dye trade of the world. 

The Service and Information Branch announces t! 
practically all the posts of the American Legion now ha 
employment committees. In some cases these committ: 
have taken over all the task of finding jobs for their 
low service men. In other localities they co-operate w: 
War Department. In practically all States, employm: 
committee of the Legion makes canvass of all employs 

The Bureau of Education announces that children 
listed in home gardening under school supervision 
United States School Garden Army have produced 
little more than a year foodstuffs valued at $48,000,000 




















sARAGE HEATING 


Notes on the Heating of Public and Private Garages, 
Figuring Radiation, Type of Radiators, Their Instal- 
lation, and the Piping for Such Heating Systems 


By Frederick Grant 











E have lately received many requests for information 
regarding methods of garage heating, methods of 


lhe first consideration is to determine the amount of radi- 


ation that will be required to maintain the desired tempera 


} 1 


‘ 
ry 




















determining the amount of radiating surface re- ture and with this ascertained the boiler power necessary 
juired, etc. A late request asks for information on practical can be estimated. 

methods of installation and estimating radiation in connec- Heating a Public Garage. 
tion with garage heating at various inside temperatures— For a public garage, on account of the chilling effect due 
50, 55, 60 and 70 degrees when the outside temperature 1s to the frequent opening of the large doors, and consequent 
it zero. exposure, steam is no doubt the best medium of heating 
While it 1s quite impossible, in a brief discussion, to con- The air in a large room is quickly circulated and warmed 
ler all of the variable conditions obtaining in work of by steam, and any sudden chang temperature 1s quickly 
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Fig. 1. 
this character, we may perhaps be able to cover the more counteracted. Vacuum or other modified methods may be 
important features. introduced to reduce the cost of maintenance and provide 
A building to be occupied as a garage is usually erected for a greater range of temperatures 
without a basement, except possibly that a small cellar, Heating a Private Garage. 
for use as a boiler and coal room, is excavated at some con- For heating a private garage a simple system of hot water 
venient point. This is more frequently located under a cor- heating will require less attention than any other method. In 


ner of the building and therefore a particular method of 
piping must be followed in order that good drainage may be 
had without interfering with the movement of cars in and 
out of the building. 


a public garage there is always a man at hand to attend the 
boiler and look after the heating apparatus as circumstances 
may require. This is not true of a private garage. The 


heating apparatus in a private garage may not receive atten- 
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tion trom morning until night, or vice versa, and therefore femperature Difference. B. t. u. Trans: 
tor such a building hot water heat 1s preferabl I58 (228—70) 1.6 252.8 

Phe temperature required will range from 50 to 65 devrees 168 (298§— 60) Y 16 IER R 
depending upon cir Stance lf the building Is to be used 173 (228 55) 1.6 vik. 

i p arage iles room and repair shop, it 1s best “2 (998 =) 16 g4 8 
to provide temperat f at least 65 degrees in cold \s stated these figures apply to cast iron radiators 
est weathe . vet desire a temperature of 70 column type Wall radiators and pipe coils are more efi 
ere ind give off from 300 to 350 B. t. u. per hour per 

Estimating Radiation for Garage Heating. when surrounded with air at 70 degrees. 
usual method of estimating radiation by considering To determine the amount of radiation required to 
' 1! and glass surface and the cubical tain a temperature of 50, 55, 60, oF 70 degrees in the 
ent t the build for infiltration, 1s a practical and ng we are considering we devide the total B. t. u. h 
accurate method of determining the amount of surtace re requirements by the B. t. u. transmitted per hour per 
quired lf the building 1s a one-story structure without a surface under the various conditions of temperaturs 
ng, that to the roof, the root area should be Temperatury 
red Ry eres exposed wall surface 749.400 5) 710 sq. it. required for 70 deg 
Lhe mm f radiat that will be required © maintall 1, 4,400 2638.5 667 sq. Tt required for 60 deer 
tated degr t temperature can be determined by cot 144,400 76.8 = 64S sq. ft. required for 55 degr 
det the requirements ¢ i heat unit basis. lor exampl 174,400 —2S4.5 630 sq. ft. required tor 50 degre 
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we will assume a building 40x100 ft. in area having a 15-ft. 
ceiling, 300 sq. ft. of glass exposure, and 3,900 net sq ft. 
of exposed wall. The wall is possibly of brick construction 
and 13 ins. thick. We may tigure that the wall will trans- 
mit or cool 21 heat units and the glass 75 heat units per 
sq. ft. per hour, and for inhiltration or leakage we may 
estimate one and one-fourth times the cubical contents of 
the building. To maintain a 70 degree temperature we would 


estimate the B. t. u. requirements as tollows: 


ptt) Sq. it ot glass . 4D 2 S00 
900 sq. tt. of wall « 2] S1.900 
60.000 cu. tt. contents * 1.25 49,000 
Total B. t. u. required hourly 179,400 


[he amount of heat transmitted by an ordinary column 
cast iron radiator per square foot of surface, per hour, per 
degree difference between the steam or water in the radiator 
and the air surrounding it 1s 1.6 B. t. u. For surrounding 
temperatures of 70, 60, 55 and 50 degrees, with steam at 5 


pounds pressure (225°) we estimate 


We might think that for the lower temperatures the dif 


ference in the amount of radiation required would be tar 
vreater than is figured, and it is probable that for sustained 


res 


temperatures, with the building once heated, these fig 
might be somewhat reduced. For rapid estimating the re- 
sults shown may be reduced to percentages. 
Type of Radiators and How They Should Be Placed. 
The wall type of radiation, assembled in long panels, 1s 
no doubt the best adapted for garage heating. The panels 
should be placed along the walls at such a height that they 


will not interfere with the movement of cars as they are 
parked along the walls or moved about the building. The 
wheels of automobiles are from 30 to 36 inches in diame! 

‘ { 


and one-half of this is the height or point where the whee! 
would strike against the wall. A clear height of two or 
three feet from the floor to the bottom of the radiator 
sufficient for all purposes. 

The Installation of the Piping. 


The system of piping to be used will depend upon s! 


‘7 - 


na ] {> 


tural conditions such as the location of doors, etc., and 
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The 
It can usually be i 


upon the location of the boiler. overhead method oft 


piping has many advantages. stalled with- 
out interference with any of the appointments of the garage 
and the overhead mains and branches will, in a large meas- 


take 


that the position occupied by the boiler 1s under a corner of 


care of the ceiling or roof exposure. Assuming 
cellar) to a 
‘This 


from 


the building, the main supply can run (in the 


side wall. and there rise to a near the cetling. 


should be 


this point all mains, branches and returns should pitch down 


point 


the high point of the piping system and 


lrip towards the boiler. The main at the high point can 


he divided into two sub-mains one of which will cross the 
ing to the opposite side of the building from the sup- 
riser. Each sub-main, some two or three teet from the 
side wall, should then extend to the far end of the build 


at which points they should be vented and dripped to 


returns which are run along the side walls below the radia- 


\s these returns are dry, the return connections from 


the radiators and the drips from drop risers should be pro- 


ed with check valves before connection with the main 


return 


iv. 1 shows a sketch of the method of connecting the 
-upply and return pipes to a radiator for a gravity steam 
system. The size of the various pipe connections given are 

hcient for the twelve section radiator shown on the ilus- 

ition. It will be noted that a 34-inch bleeder drips the 
riser into the return through a ™-inch swing check valve. 


fhe t-inch return from the radiator is reduced on the hori- 


zontal to 34-inch, and a ¥4-inch check valve is placed in this 
connection. These check valves prevent the steam from 
short-circuiting into the return and they should be of light 


weight pattern with the clapper standing in an almost vertical 


position when the valve is closed in order that a very little 


height or weight of condensation in the return or bleeder 


will move the clapper sufficiently to pass water into the 


main return. 
rs : : - : “a and ther tatic “eturi 
lf a return line system is used and thermostatic return 
line valves or radiator traps are employed, the pipe con- 


condensa- 


by Fig. 2. Th 


tion from the drop supply is shown taken through 


will be made as shown 


Ties tions 


the radia- 


tor. If desired this condensation may be dripped into the 
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return at the bottom of the drop riser as shown by dotted 
line on the sketch. the bot- 
tom of the riser should he provided as illustrated. 


In this event a dirt pocket at 


We now have, as a condition to be met, one return above 
the floor of the garage on the side opposite to the boiler. 
Thi return must cross to the boiler room and cannot cross 
above the floor. <A be provided 


through which the pipe can run. 


trench or conduit must 
This conduit can be made 
constructed 
If the tile 


the 


of ordinary drain pipe or, if desired, can be 
3 will illustrate this condition. 


inches 


of cement. Fig. 


above 


Tew 


is used as shown it should extend a 
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the pipe. 


Hoor ot the garage in order water 


down 


ing will not run 


FUEL CONSERVATION THE TALK OF THE 
HOUR. 


The coal crisis has reached the alarming stage 
where it 
life. 

Do your part, Mr. Heating Contractor, by tell- 


seriously affects industrial and home 


ing the people in your community how to save 


coal in the efficient operation of their heating 


plants. 
The Leading Article in the October 25th issue 
of “Domestic Engineering” will help you in this 


direction. 


USE OF FUEL OIL GROWS. 


° er ce ) 7 
' es ft oil, which sO ed (); 
Was] tol In the Kast one of the tirst fuel oil-burt 
plants was installed in Bost hout tour ve 

] the Kast 1 mw te ext! . lt 3 it f 

lL here s expense 1n ¢ vertin I ? i ¢ il hil { 
oil-burt plant lhe New rk Board of Standard 
\ppeals | rmulated its rul tor the of fuel 

In su ici e there are, of cout ital questio 
i price contract ind del f 

SANITARY ENGINEER IN BUENOS AIRES DE 

SCRIBES CONDITIONS AND PRACTICES IN 

THAT CITY. 

\ Su criper to Domestr Ie Ceril 

Buenos Aires, was recently asked what | 

for a journeyman plumber in South A : 
plied as tollow 

“Your correspond ft { bee formed hb th 
the prospects for a journeyman plumber in this part of 
world are not very bright. | advised him to remain in the 
L’nited States where he can at least obtain a fairly decent 
wage. The plumber here gets about one-half t ' 
hi tel] mnie ot4 : 
here 1s just about the same as, if not highe t 
the States. Since writing you in 1914, there | 
construction here to speak of, with the result that 1 
are more plumbers than jobs 

“The installation of tixtures and sanitat orl 
eral is practically done here by the importers of 
material, who are jobbers and installers at the same ti 
Ot course, there are small shops engaged in doing ! 
pair business and in. the installation of an occasional 
lixture, but when it comes to anything worth le. the 
jobbers go atter it and have the work done by tl 
plumbers 

“You will probably be surprised when I tell 


these same jobbers cater to the retail trade and get most 


of it. But such are the conditions in the Argentine wh 
the business practices are not quite in accordance with out 
but where, in time, the commercial method will 
moulded after those obtaining in the countri hos 
fluence be most felt here.” 


























TURNING COAL SHORTAGE INTO GAS HEATER 
SALES. 
By Ernest A. Dench. 

INTER is here and the coal shortage is more seri- 

ous than it appeared several months ago. This 

will mean that those householders who failed to 
obtain their full supply of coal will have to fall back upon 
other heating devices. 

The plumbing and heating contractor should step in at 
the psychological moment with a series of window trims 
devoted to gas, electric and oil heaters, as well as other fuel- 
Saving devices. 

Gas Heater Display Methods. 

A company in New Jersey introduced a model fireplace in 
the center of its window, with a gas fire arranged in the 
grate. One's attention was next attracted by a gas radiator 
at each side, with a number of portable gas heaters at each 
furthermost corner. A carpet was laid on the floor. On 
top of the portable heaters a card advised: 

“Just light this little portable gas heater to chase the 
morning and evening chill from the room in a jiffy.” 

A Brooklyn store displays its gas heaters on white enameled 
foodstools. ‘This little stunt serves to provide more classy 
surroundings for the appliances. 

Another company has two entrances to its commodious 
showrooms. Outside the doorway of both, placed on a table, 
was a portable gas heater, lighted as in use. There were 
cards suspended from the lower part of the table calling 
attention to the merits of the heater. Standing outside one 
of the entrances a salesman was posted, and every little 
while he would deliver a convincing argument in a dignified 
way. ‘inere was a psychological reason in placing a heater 
in two far apart places with one of the places left unat- 
tended. Many people will pass by an exhibit if they think 
they are going to be pressed to buy, consequently this ar- 
rangement took care of both kinds of folks—the timid ones 
and those who do not consider salesmen an unnecessary 
nuisance. 

During a portion of last winter Indianapolis had a very 
poor flow of gas that practically put some of the larger 
heaters out of commission. Many householders had the 
hunch that they were badly stung, so in order to keep their 
goodwill a live concern offered to replace each such heater 
with another type that gave more heat with less gas. The 
charge for this service was $5.00—less than the cost of the 
heater. At the same time they discontinued the sale of all 
gas heaters that could not be effectively used during the gas 
shortage. 

At the Model Homes Exposition, held in London, England, 
a gas heater booth was lined with chains of rose ribbon, 
with white cards on top. The arguments the cards put 
across were as follows and can be used in connection with 
most types of gas heaters: 

“The ninety per cent Efficiency Heater.” 

“Its own attendant.” 

“Lowest possible gas bill.” 

“Heats just as much as you need.” 

“Hot water always on tap.” 

“No useless storage needed.” 

Another booth was taken by the British Commercial Gas 
Association. The exhibit, set out on a table, was that of a 
model country home in miniature. The model was minus 
all doorways, walls and windows in front so that one could 
view all the interior at close range and notice the elaborate 
gas heating and lighting arrangement, which even extended 
to the attic. 

Another company in London gave over a window to a 
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model white tiled bathroom, with the bathtub built in: e 
wall. There was a shower at the front side, with a wich. 


basin at the rear. On the white tiled wall were two 
that conveyed the following information: 
The Importance of Hot Water, Ready for Use. 

“Doctors and patients alike realize the importance o t 
water always being available. It may mean the death or !ife 
of a patient.” 

“The hot water for the bathroom is produced by a: 
paratus capable of heating four baths an hour.” 

In another of their windows a card surrounded by cas 
heaters told that— 

“Gas used carefully for heating is a success.” 

“A gas fire is a necéssary comfort for all.” 

A concern in Epsom, England, accommodates those consum 
ers who do not wish to carry over a heater from one sea- 
son to another, or to whom the purchase outright of a 
heater is too big an expense, by renting out the best types 
of gas heaters at the equivalent of one dollar for three 
months. 

Creating Demand for Electric Heaters. 

An Eastern company arranged a number of electric heaters 
in its trim, accompanied by a couple of cards, worded as 
follows: 

“To chase that chill from your room.” 

‘“Portable—Sanitary—Safe.” 

In Indianapolis, a progressive concern took advantage of 
a combined cold spell and low pressure of gas by inserting 
its newspaper advertisement in the form of a weather chart 
The announcement ran: : 

“Forecast for Indianapolis and vicinity: Continued cold 
weather. Unusually low gas pressure. You can’t stop the 
cold weather, but you can use electricity in place of gas 
\ helpful suggestion— 

“Electric Heaters.” 

An up-to-date enterprise in Charleston, S. C., so aptly 
pointed out: 

“Electric heaters require no attention and heat instantly 
at the touch of a button.” 

When heater sales are so easily made, it is human nature 
to sit back and wait for the people to come in. But thi 
winter almost every plumber and heating contractor has 
profited by the experiences of previous winters. The re- 
sult is that there will be more than enough heaters to go 
And when the supply is greater than the demand, 


around. 
that is the time for aggressive action in the form of attrac- 


tive window displays. 





Plans 
Liven up 
A 
Neglected 
Shop 
Send your ideas on planning in the plumbing and hea 
ing business to “Domestic Engineering.” 


+ 
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Secretary Glass stated in a letter to presidents of ba 
and trust companies November 24th that on the bas: 
the Treasury’s daily statements, in the month of Octo 
the net current deficit (excess of disbursements over 
receipts, exclusive of transactions in principal of pu)! 


debt) was $319,239,450.35, the lowest figure for any mo: 
since April, 1917, excluding the months in which income 
and profits taxes were payable, and for the first half of 
November the net current deficit was $118,630,787.30, indi- 
if 


cating a likelihood of further important reduction for 
month. 






























SUCCESS in the PLUMBING BUSINESS 


Some of the Elements That Help to Attain the 


Greatest Success in the Plumbing 


Business 


By Thomas J. Clatty 


Assistant Chiet, Sanitary Bu 
HERE is perhaps, no 
more maligned and 
abused business’ than 


the plumbing business; there 
is perhaps no other business 
made so 
much the subject of stage 
jokes as has the plumber. He 
has been held up to the public 
plutocrat whose 
only interest in life seems to 
be in making out the biggest 
bill for the smallest value and 
giving less satisfaction in any 
explanation that he makes 
than any other individual un- 


man who has been 


gaze as a 








der the sun. 

It is 
ount over in one’s mind the master plumbers in the im- 
mediate neighborhood to see how false all this is. Pluto- 
nil. Most of them 


Thomas J. Claffy. 


only necessary to 


crats among plumbers are practically 
are making their living and no more. 

Plumbing is a fine business, full of interest, and each 
day affords a chance to study some new phase or question 
hitherto undeveloped. It is founded on a fundamental ne- 
cessity in our modern life, inasmuch as it has to do with 
vater supply, a commodity more necessary than groceries. 

Individuality. 

The successful business man is always endowed with an 
individuality that sets him apart, as it were, from the rest 
of men. This is true no matter what his line may be, con- 
equently the successful business man in the plumbing bus- 
iness is necessarily possessed of an individuality which 1s ex- 
ceptional. Early training has much to do with a man’s suc- 
cess in after life, no matter what his line may be. In the 
days when a plumber served his time preparing joints, beat- 
ng lead, and doing all the other things necessary where lead 
was used exclusively in the installation of plumbing, he 
hecame a craftsman first, and an artist afterwards. 

Many of us remember-the fancy work done by some of 
the old time lead workers who had a love for their art and 
had a keen pride in turning out lead work with a distinct 
‘nish in style, carrying their individuality in its every line. 
In those days it was a relatively simple art, rather free from 
engineering problems, being confined almost entirely to 
water supply with few fixtures and very simple lines of 
waste and soil pipe, even in the best of buildings. Many 
of the plumbers who went into business then were success- 
ful, but how the percentage compares with the present date, 
we are unable to guess. The opinion is, however, that there 
were more successful men proportionately in that line, than 
there are today, and we believe it was due to the individual- 
ity developed in the journey-man, which stuck to him through 


| 


lire. 





[here are lewer apprentices today, relatively speaking, 


vet , Tk'l «a —_— 
and tewer! [here are, however, more engineers in 


artists. 
the plumbing profession than in the days of the lead worker. 
[here is more hustle in the modern business man’s life than 
obtained a generation ago, and there seems to be less time to 


develop that finish in the apprentice and journeyman that 


‘tamped him of old. As a consequence, there is 1 individ 
uality. The great cry for the past 20 years or more has been 
quantity rather than quality. It was, therefore, tmpossible 


the 


style as he 


for journeyman to give as much attention to finish and 
would like to have done, and with the replac- 
ing of lead by iron and steel pipe, a less opportunity for de- 
veloping that old-time artistry displayed in lead workine 
Salesmanship 
successtul in business, one must be a 
the 
one must have, above all, a certain stamp of individuality. 
Phis the 
modern plumber, for which he is not so much to blame as 
might 


salesman in 


every sense of word, and to be a successful salesman 


qualification has not been properly developed in 


appear at first glance. Forces which were beyond 


his control in the formative period of his existence, pre- 
vented his development in that respect. Business acumen 
Is aS necessary in the plumbing business as in banking. 

for his 


[he average master plumber forgets, that own 


success, such a qualification should be developed among his 


We 


quired their journeymen, when turning in a 


employes. have heard of master plumbers who re 


charge sheet, 
to make a report of the existing condition of the plumbing 
in the building, for which the charge sheet was made. This 
enabled “the call the 
time, explain the necessity of 


=) 
boss” to on owner at an opportune 


and making certain changes 
in order to preserve the health and comfort of his family 
If, for instancé, the drain leaked under the basement floor, 
or the soil pipe was broken or had loose joints, “the boss” 
the 


remain in a house filled with gases and odors from t 


dwelt on injustice done the family by forcing them to 
he sewer 
and which in 


to live 


which, in time, would undermine their health, 


any event, was an injustice, because it forced them 
in close companionship with a nuisance. 

This line of talk might not produce any effect at the time, 
but the little seed planted, would keep growing, and finally 
produce to 
listen to the little voice which keeps reminding him at din- 
ner, at the club, at that he 


injustice to his wife and family in the manner above men- 


business, because no man wishes to continue 


his office, is the cause of an 
tioned. 

The journeyman who is obliged to make out such re- 
ports, soon learns the value of them, and unless he pos- 
will become a salesman. Very few 


their 


sesses a wooden head, 
master plumbers bother about training em- 
ployes in the way they should meet the public. If a little 
more time and attention were given this phase of the plumb- 
ing business, we would finally have a few salesmen de- 
veloped, or at least, a-‘few plumbers who would carry in their 


heads 
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minds, a certain business sense which might be of consid- 
thle value in later life 
Obstacles. 

\nothes thing that has worked avainst SUCCESS, 18 the fetish 
made of Unionism \ great deal of stress has been laid on 
the equality of man, and it has been carried out very largely 

union circles, and this apples to all unions. This its all 
right as a fundamental fact—all men are equal before the 
law—all men are not equal m their qualifications, and in their 
ability \ll men are not stamped with the same brand 
of morals, much as our friends in Russia would lke to have 

believe In carrying out the idea of equality, a working 
rule has been laid down among many of the trades, that a 
certal immount would constitute a day’s work, and should 
be compensated tor by a certain datly wage—and whether a 


mans ability would enable him to do more in a given time. 


and consequently be entitled to a greater reward or remun 


eration, ay must not bye allowed to do St) because the man 


I qualited would not be making as much money. We are 
are of the fact that 1t does not always work out so, but 
till, that very thing has done much to keep down the proper 
c<ercising of a man’s ability and qualifications to make of 
him a successful man in business or im the protessions 

ne much to ameliorate the condition of 
deserves all due credit for the 


the benefit of the working man 


['nionism has do 
the workine man. and it 


reformations instituted for 


and his family, but at the same time, it is well to keep in 


success in life depends very much on one 


mind the fact that 


rly training and on the bringing out of the latent qualifi 


f 


cations for suecce which would otherwise lay dormant. 


The highest ambition of any man should be to provide 


ati 


for himself and his family all that he can in the way of 
earthly comforts and education. He can only do this 1f he 1s 
likely to become ad SUCCESS, and he cannot become a success 
busines THE ss allow d to de velop these qualiti ations 


\ few who have been a success in the plumbing business, 


under modern circumstances, have been successful in_ spite 


OT thy conditions mentioned, and not hecause ot anv great as 


ince derived therefrom. 


Examining Boards. 


It was telt by many of the older men in this business, 


that a good way to develop the high standard of ultimate 


to cause all those who wished to work 1n, 


SLICCCSS, Was 
or at the plumbing business, to undergo an examination as 
to qualifications, and upon successfully passing such exam- 


ination, to be given a certilticate showing that he duly qual 


ined as a plumber. Almost every city throughout the coun 
try has such a law on its books, and it is being enforced 


In spite of this, however, there are many unsuccessful mas 


ter plumbers \ man may pass such 
plumber, competent to undertake the plan 


an examination and 


be a first-class 


ning and installing of any job, no matter how big, and yet 


be without the business qualifications necessary for success. 


¢ 


Such examinations do not touch upon salesmanship, in 


dividuality, business methods, credits, etc. Many men who 


have given this subject considerable thought, are of the opin- 


ion that it were better to discontinue the practice of re 


quiring master plumbers to undergo such an examination and 


procure such a certificate before engaging in the business, 


and thus throw down the bars to business men who, though 


they may not be plumbers, have all the qualifications for sell- 
ing their wares at a price which 
wages to the journeymen, and a fair margin of profit for 
themselves. 

They claim that 
ilications would not be guilty of the price cutting, which is 
It has been well said, that 


a business man with the necessary qual 


complained of so bitterly today 
selling things for less money than your competitor 1s not 


would insure adequate 
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salesmanship, and is not to be thought of among success} 


alesmen. It would appear to be necessary to give this s 


} 
re? 


of the question some deep thought, as we believe it is wor 
of serious consideration. 

We are convinced that it is as necessary to develop by 
ess qualifications in the apprentice and journeyman plum! 
as to train him in workmanship and in all the engineer 


problems with which the modern plumber must be famili 


BITUMINOUS PRODUCTION FOR PAST THREE 
YEARS. 


The United States Geological Survey has prepared 


vraph showing the bituminous coal production this y 


as compared with that of the last two years. 


This indicates the huge production the last full we 
betore the strike and then a falling off during the f 
working days immediately preceding the walkout. The 


came the big drop from 2,200,000 tons to 600,000 to: 


Since then the production has gone up until it was 





Oo” 


apg 
r > - — 





Y-—Al 


per cent of normal at the end of the second week of the 


strike. 

Director General Hines of the railroads has given out 
ano iterview asserting that now the production is betwe: 
10 and 50 per cent of normal and the line on the gover 
ment chart has been extended accordingly. 


Sacrilegious Wine. 
The effort now being made to regulate the sale of win 


to clergymen for use in the sacrament reminded a [hula 


delphian today of a story told by James Hamilton Lew 
ita banquet in this city some time ago. 
One day a venerable negt 


‘ 


Kansas is a “dry” state. 
appeared at the office of the mayor of Atchison and ask 
assistance to obtain some wine. 

“Who are you and what do you want it for?” asked tl 
Mayor. 

“Ah is de Rev. Dr. Phineas Jones, D. D., 
“and ah wants dis yere wine for sacrilegious 
that.” 


was the repl 


pu pose 


\h done been told dat vou can get it fo’ 
“You mean ‘sacramental,’ don’t you?” 
“Yes, dat’s it. Do ah get it?” 

“Well,” said the Mayor, “we can give you a permit for 

What kind do you want?” 

conegregatio 


| 


rou 


wine for such purposes. 

“Well,” answered the ‘Reverend,’ “de 
done took a vote on it las’ Sunday, and dey is unama 
Philadelphia Bulletin. 


fo’ gin.” 


Co-operation is the life of business. You can proy 
this by co-operating with “Domestic Engineering.” Send 
successful planning, for use 1n 


m your ideas on 
Plan Number, to be published January 10th 














The GROWING IMPORTANCE of VEN.- 
TILATION sn PUBLIC BUILDINGS 


Air Should Be Fresh, Regardless of Weather Conditions and 
Proper Mechanical Equipment Solves the Problem in all Cases 


S a heating contractor do you realize the growing im- 

portance which builders in particular and the popu- 

lation in general are giving to the subject of right 
ventilation? Years ago ventilation in many buildings was 
secured by hit and miss methods. 
cated to its necessity, nor did they realize how extremely 
important good ventilation means an adequate 
quantity of fresh air, is in public buildings. The “flu” 
epidemic of last year brought home more forcibly than ever 
before the necessity for better conditions in public places 
that meant doing everything possible to keep people 


People were not edu- 


which 


and 
well. 

The old saying, “An ounce of prevention is worth a pound 
of cure,” certainly applies to right ventilation. There is no 
longer any question in connection with theatres, churches, 
public halls, auditoriums, department stores, schools, libraries, 
ofice buildings and industrial plants that to be a success, 
both financially and from a health standpoint, the right kind 
of ventilation must be furnished. 

Pick up almost any copy of your favorite newspaper and 
you will find somewhere among the news items, articles 
relative to the subject of ventilation as applied to health. 
lf times had not changed and better types of buildings were 
not fitted with proper appliances, which insure fresh, clear, 
purified air, the winter months would find a serious dropping 
off in the number of people frequenting such places. 

Fresh Air in Department Stores Builds Sales. 

Take the department store, for instance. During the sum 
mer time and the cool days of spring and fall, it is infi- 
nitely easy to secure all the fresh air that is needed. In the 
cold, blustery days of winter, however, are the times when 
adequate ventilating facilities mean so much to the day’s 
business. In the largest and finest department stores in the 
United States today, the atmosphere of the inside is given 
the same careful consideration as the question of sales peo- 
ple and the goods to sell. 

The successful merchant that 
linger in the store with a stuffy atmosphere. 
to get out in the fresh air and for that reason, 
other, it is good business to be sure of the proper air-con- 
ditioning. This applies with particular emphasis before the 
holidays when big crowds are thronging the stores. If condi- 
tions inside are right, each buyer is going to spend a longer 
time and usually more money in this store than would other- 
wise be the case. Merchants have figured this out and they 
know the advantages obtained by the careful study of im- 
portant ventilation. 

Take the case of the theatre, whether it be the theatre 
catering to the standard plays of the spoken drama or the 
popular movie house, in either event fresh air is of big im- 
Here again the question of profits enters in. 


people will 
They want 
if for none 


realizes few 


portance. 


i. 
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lt is, of course, an understood tact that the theatre rut 
tor profit, but how many patrons do you suppose the high 
class theatre would draw, if the air in the theatre through- 
out the performance was bad, and patrons suffered from 
headaches as a result? They probably would not repeat 
their experience. 

The question of temperature and tresh air in a theatre is 





in the Public Building, Conditioned Air Its of Great Importance. 


the winter 


ventilation 


of big importance both summer and winter. In 


time it is absolutely necessary to have adequate 


with proper means for applying it. In the summer, the 
theatre that can advertise cooler air inside .than outside 
sure to draw the crowds prov ided. oft course, that thre el) 


tertainment is of the right type. 

[t is not too much to say that if the builder ot 
of any size does not consider how it is to be ventilated an: 
to the best of imsuring pure, 


a theatre 
i 


give careful thought means 
clear air during every performance, he is making 


that bound to big money 


a serious 
later 


ace auatel 


mistake—a mistake 18 cost 
The 
ventilated. 
Gaining Knowledge and Keeping Health. 
If you are a frequenter of the public library, you will 
In some libra 


ries, everything seems to invite you to enter. It 1: 
a book and getting 


finest and most suecesstul theatres are 


note a big difference in many of these places 


not just 


a question of going inside and getting 
out, but is many times a question of spending considerable 
time on reference books, etc. The library properly equipped 
with ventilating apparatus has an entirely different atmos- 
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phere from the library depending upon so-called natural 


methods of ventilation 


the interiors of such libraries are almost unbearable. How 
the employes ever manage to keep even half well is to be 


wondered at. 


cases of sickness in such places, we would undoubtedly find 
that the number of hours lost by employes would practically 














_ tenet & : | 
feb mh HAM When Fie lose’ ’ 
ay 


| [le] lh 
a? ° t 











In the Kindergarten and Schoolroom, Fresh Air Is a Vital 
Necessity. 


pay tor a good ventilating system, and yet some library 


boards are so near-sighted that they cannot see the advan- 
tages and can only see the first cost of installing such equip- 
ment, 

The library is a place of public service and should be 
healthful. 

The art museum holds practically the same relation to 
the public good as the library. It is a well known fact that in 
a great number of these, especially in the older type of con- 
struction, little if any thought has been given to ventilation. 
What is the result? On Sundays especially, when it is liable 
to hold the greatest crowd, we find people spending a short 
time in it and then be glad to get out for a breath of air. 
How much more beneficial such places would be, if people 
were able to spend a few hours among the art treasures, 
gathered usually at great expense, instead of leaving with 
a feeling of relief. 





A Class Room with Supply and Exhaust Space Under Wardrobe 
Behind Blackboards. 


Well Ventilated Restaurants Draw Patronage. 
Take the case of the restaurant or hotel. Cleanliness, 
good food and pure air are the big assets in such places. 
If. however, the ventilation is inadequate, the place may 
be ever so clean and the food extra good, and yet patrons 
will be driven away because of the poor air which they 
If you will give some thought to hotel or 


must breathe. 
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In the latter, when the day is muggy 


As a matter of fact, if we were to check up 
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restaurant ventilation you will realize that pure air js a 
main essential. 

In these days of industrial unrest when the love 
must be given careful consideration, the question right 


ventilation for the industrial plant is of supr: 
portance. In a great number of instances, ret 
diers are back at their jobs after a year or two spent in 


. | 
lt! * ii 
i 


the fresh air of the training camp or in the outdoors of 


France. They have different ideas and ideals than when 


they went away. These men are insisting upon di:tferent 
working conditions which means, first of all, adequate 
ventilation winter and summer—all hours of the 

Aside from this fact, it is well known that the man 
who is supplied with the proper amount of fre 
air during the working hours is a better workma: He 
can give more attention to his job. He can turn out 
better product, and he is certainly a better man, ySi- 
cally—all of which means money in the em; er's 
pocket. Why, then, isn’t it good business to spend what- 
ever amount is necessary in equipping the industria! 


plant with the right kind of ventilating apparatus? 


Putting Pep into the Office Force. 
In the office, statistics show that there is usually a big 
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The Factory Worker Does Better Work and Has Better Heaith 
When Adequate Ventilation Is Supplied. 


slump in workers’ energy in the afternoon, from two 


‘o’clock on. At least, that is shown to be the ca in 


offices with haphazard methods for admitting fresh air, 
sefore we knew as much about the results of fresh air 
on the worker as we do at present, managers could not 
figure out why there was the big let-down. They found, 
however, that the amount of energy a man puts into 
job is in proportion to the amount of pure air which he 
breathes. 


If, in the afternoon, a worker who is brain-tired and 
whose efficiency is below normal, should be taken out in 
the fresh air for a ride of twenty minutes or so, his 
energy would return and he would feel as fresh and 
keen as when he started in the morning. This shows 
that, after all, labor-saving machines and improved meth- 
ods are great necessities, but that in order for tliese 
employes to give their best and keep their work up to 
standard, they must breathe pure, clear air and it must 
be furnished regardless of the weather conditions. 

In the coal mines, an old method used to be the biast- 
ing of the coal with dynamite and then waiting for 3 
considerable time until the fumes left the mine. In some 
instances, it was hours before the men could resume the'f 
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work. ‘Today all this is changed. After the blasting, 
the air is cleared by adequate ventilating facilities. The 
gases are drawn out of the mine and the men are on 
the job quickly, thus speeding up production. Further- 
more, the miners’ health is greatly improved, and now in 
mining states, laws have been passed making it necessary 
that adequate ventilating facilities be at hand to pro- 
tect the health of the workmen. 

Just as industry, due to improved machinery and better 
methods, has speeded up production, just so will the right 
kind of ventilating facilities move production faster, and 
also protect the health of the workers. Far from being 








in the Newer Types of Buildings Right Ventilation Plays an 
Important Part. 


an expense, proper ventilating facilities are good invest- 
ments. The changed conditions of today make it neces- 
sary to consider these things carefully because of the im- 
portant bearing they have on the industrial life. 

Dcn'’t Overlook Old Buildings. 

The engineer or contractor who realizes these things 
and who sets about to sell the idea of better ventilation 
to the great number of public places in his section is on 
the road to a profitable business. While it is true that 
in most buildings being erected today, thought and at- 
tention are given to the ventilating problem, there is a 
wide and profitable field for the equipping of the older 
buildings. The man who is able to point out the neces- 
sity for these things and to show the owner where it 1s 
to his advantage to build for the future by spending a 
little money now in order to reap better profits later, is 
sure to benefit to a great extent in the increased business 
which will come to him. 


HELP YOUR CUSTOMERS IN THE COAL 
CRISIS, MR. HEATING CONTRACTOR. 





The coal situation is a serious one. 

Tell your customers how to operate their heat- 
ing plants economically. 

Read the leading article in the October 25th 
issue of “Domestic Engineering.” | 


Safety Is Its Own Record. 

General Superintendent J. J. Corcoran of the Grand 
Trunk Great Western Lines Railroad, states that, during 
the National Accident Prevention drive, which was in 
rogress from October 18th to 31st. His railroad had 
two employees injured out of a total of 9,699, or a per- 
centage of .011 casualities per 100 employees. The At- 
lantic Coast Line, with 24,307 employees, made a record 
of .012 per 100, which was the next best record. 
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NEWS OF THE WORLD. 





Prof. Irving Fisher, of Yale University, stated in a lec- 
ture at Washington, November 25th, that prohtcerin 
and alleged shortage of food and other living necessities 
are not responsible tor the high cost of living. He said 
that profiteering is the effect of rising prices, not the 
cause. Prof. Fisher added: “To deal with the question 


ot high cost of living, the purchasing power of the dollar 


’ 
should be fixed. Gold coins should be abolished, and our 
present gold certificates should be converted into ‘gold 
dollar certificates’, entitling holder to dollars of gold 
bullion of such weight aS may be declared from time to 
time.” 

The Comptroller of Currency announces that reports 
of all national banks just compiled show that on Septem- 
ber 12, 1919, the total amount of Liberty bonds of all 
tour issues owned by them on the date named had been 
reduced to $801,753,000. This is a net reduction of 
$71,070,000 since March 4, 1919. 

The Secretary of War directs that in the auction sales 
of Government-owned motor vehicles, all officials and 
employees of the War Department and all officers, en- 
listed men and civilian employees of the Army will be 
excluded trom the field of bidders 

The Grain Corporation states that exports of wheat and 
flour, July ist to November 14th amount to 62,576,000 
bushels of wheat, and 6,763,000 barrels of flour, making a 
total equal to 93,009,000 bushels of wheat compared with 
71,026,000 bushels of wheat and 6,495,000 barrels of flour 
last year to November 14th, the first 14 days of November 
prorated from monthly report, making a total equal to 
100,253,000 bushels of wheat. 

A New Wage and Working Agreement was signed 
November 24th between the Administration and the of 
ficials of the Brotherhood of Maintenance of Way Em- 
ployees and Railway Shop Laborers. While the demands 
of the Union were net full met, an 8-hour basic day was es- 
tablished for track laborers and others of that classifica 
tion, and time and a half pay after that hour was pro 
vided. Most of the other employees included under the 
agreement will receive time and a half overtime pay after 
10 hours. 

Austen Chamberlain, Chancellor of [Exchequer, an- 
nounced in the House of Commons November 25th that 
a plan is under discussion by the British and American 
Governments under which payment of interest on ad 
vances by Great Britain and United States to the Allie: 
in the course of the war, and also on advances by United 
States to Great Britain, would be deferred three years. 

Secretary Glass has issued another warning to owners 
of Liberty Bonds against stock-promoters who are trying 
to persuade them to exchange their government securities 
for stock fraudulent ventures. Information which comes 
to the treasury indicates that, particularly in sections of 
the country where new enterprises are being floated, a 
surprisingly large number of people are allowing them- 
selves to be made dupes of swindlers. 

W. M. Lewis, director, Savings Division, announces that 
the sale of government savings securities showed remark- 
able increase of 31.9 per cent over the total of Septem- 
ber. A total of $8,830,863.77 in Thrift Stamps, War Sav- 
ings Stamps and Treasury Savings Certificates were dis 
posed of to investors of the country in October through 
postoffices and federal reserve banks. 

The Surplus Property Division is offering for sale at 
a fixed price of $21.50 each, 500 army field safes, located at 
Jeffersonville, Ind. The safes will be sold singly or in 
quantities. 








HOW LONG WILL IT TAKE TO HEAT SEVENTY 
GALLONS OF WATER BY STEAM? 


Kkditor “Domestic Engineering” How long will it take to 
heat 70 gallons of water from 0 to 180 degrees, using 25 ft. 
(lineal ft.) of 1-inch pipe and steam at 5 Ib. pressure? How 
long with steam at 10 Ib. pressure? 

Would it make any difference, if it were some other liquid 
than water which was heated: 


Philadelphia 


[It is a little unusual to figure on heating storage tank 
water from a temperature of 0 degrees (zero) to 180 degrees 
More frequently the supply is considered to be at a street 
temperature of 40 or 50 degrees. However, shall use the 
igures as given by correspondent. 

Phe given number of gallons (70) is equal to 583 pounds, 
each gallon weighing 8'% pounds. The increase in tempera 
ture is 180 degrees; therefore the total number of heat 
units required per hour is 583 x 180 or 104,940. Steam at 
a pressure of 5 pounds has a temperature of 228 degrees 
it has been quite detinitely determined that one sq. ft. of 
heating surface, with one degree difference between the steam 
and water, will give off approximately 100 heat units per 
hour. The average water temperature ts 0+180+2—90, mak 
ing the average difference between the steam and water 138 
degrees, (228—90 ~138) and 138 100°-13,800, the total num 
heat units given off per hour per square foot of heat 


ing surface. The amount of pipe surface given is 25 lineal feet 
of l-inch pipe or about 8% square feet of heating surface. 
13,800 844 115,000 heat units given off hourly by the coil. 
\s the total number of heat units required hourly is but 
104,940, it should require a period of little less than one hour 
to do the work required. 

Steam at a pressure of 10 pounds has a temperature of 
240 degrees. With the steam supply at 10 pounds pressure 
the average temperature difference between the water and 
steam is 240—90 or 150 degrees instead of 138 degrees, as 
noted in the above example, otherwise the calculation is the 
same and the result will show that about three-quarters of 


an hour will be required to heat the water to the desired 


temperature 

There its a difference between heating water and other 
liquids. The specific gravity of the liquid to be heated is 
considered. For heating or boiling thick or heavy liquids 
considerable more heating surface is required than for water 
account of the aque not circul: ate as readily as water. 


qt] 


BATH ROOM RADIATOR FAILS TO HEAT. 


Editor “Domestic Engineering” :—I have installed a radia- 
tor in a second floor bath room, and I have connected it as 
shown on the accompanying drawing. The result is that the 
does not get hot. Will you kindly tell me, if this 
As winter is now coming on, the 


radiator 

is installed correctly? 

people will need the heat? 
Ohio 





An examination of the sketch submitted by correspo: 
which is shown as Fig fails to indicate a condition 
would prevent a good circulation to the radiator in the 
room. 

Just why so many fittings, or so many angles in the pi; 
should be used we cannot understand. We presume that some 
structural condition requires their use in order to overcome 
it. Also, correspondent gives no reason for making a portion 
of the flow connection 1%-inch and then reducing it to 1-inch, 
the size of the radiator connection. 

There are two or three possible conditions, which might 
prevent the radiator from getting hot. There may be an 
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Fig. 1. 
obstruction, in the piping. A careful fitter will examine a!! 
small pipe before using it, to see that it is clean and fre 


’ 


from obstruction. Quite often when pipe is thrown aroun¢ 
the basement of & new building which has not been cemented 
it becomes more or less filled with mud. This often dri 
so hard that it is removed only by standing the length 
pipe on end and pounding it vigorously. 

The second condition is that due to a defective radiato: 
valve. The valve may be closed although the indicator (a 
arrow) on the wheel-plate shows it to be open. This, © 
course, is due to a carelessly placed wheel-plate. Again, som 
hot water radiator valves are so constructed that the stern 
and sleeve are separate parts and the sleeve is turned, or the 
valve opened, by a pin on the bottom of the stem which ec: 
gages with a guide on the sleeve. The pin may have slippe 
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by this guide which fact will allow the wheel or stem to 
turn without opening the valve. 

There 1g a possibility of the circulation being retarded by 
reason Of an air trap in the pipe connections, although 
there 18 nothing on the sketch submitted that would indicate 
this condition. 

(he sketch submitted shows a 1!'4-inch tow connection 
from the main, which is later reduced to 1-inch, the size of 
the radiator .connection. No reason is assigned by corre- 
spondent for this somewhat unusual grading of the pipe size. 

the method of connecting the return into the main return 
at the bottom of the boiler 1s very good and should materi- 
ally help the circulation. 


THE AMERICAN LEGION. 


An Interview with Franklin D’Olier. 
bby Courtesy of “The Vhiladelphia Public Ledger 


S OUR men sat in the smoking compartment of a 
Pullman car on a train bound from Minneapolis to 
Chicago several weeks ago. One was a clergyman. 

Conversation turned on the convention of the American 
Legion 

“Who ts this tellow D’Oher they elected their national 
commander?” asked the clergyman. He addressed the 
chap next to him, who, as it afterward developed, had been 
a member of another of the war veteran organizations 
that blossomed for a time after the armistice but eventu 
ally submerged its identity in the American Legion grace 
tully and with all hearty support. 

“Why, he’s just a plain, substantial American business 
man, with no strings tied to him, no political ambitions. 
no axes to grind, no powerful corporations back of him, a 
man with a superior gift for organization, a fellow who 
made good over in France in the quartermaster’s depart 
ment of the service of supply after giving up his own 
private business in Philadelphia,” replied the veteran en 
thusiastically. 

After a bit of a pause the clergyman turned to another 
of the quartet and asked him about D’Olier. 

“QO TI reckon he’s one of the Wall Street gang out to 
clean up something for himself and his crowd,” was the 
answer. 

Che clergyman was at sea. Two widely divergent opin- 
ions. He turned to the fourth man of the group and 
asked him his opinion of the new legion commander. The 
man smiled a bit and replied rather whimsically: 

“Yes, I know him pretty well. I guess he’s the new 
type of fellow the first speaker described.” 

To this day the men are ignorant of the fact that the 
fourth member of the “touring talk-fest” was Col. Frank- 
lin D’Olie himself, the first commander of the American 


| CZION. 
* * ¥ 


OL. D’OLIER was asked the other day to sum up 

the aims of the legion and to give something of his 

own vision of the purposes of his new “100 per 
cent Americanism” organization. The interview was 
given in the national headquarters of the American Legion 
at 19 West Forty-fourth Street, New York. 

He put his finger down upon the preamble to the con 
stitution of the legion and quoted: 

“For God and country we associate ourselves together 
for the following purposes: To uphold and defend the 
constitution of the U. S. A.: to maintain law and order; 
to foster and perpetuate a 100 per cent Americanism; to 


preserve the memories and incidents of our association in 
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the great war; to inculcate a sense of individual obliga 
tion to the community, state and nation; to combat the 
autocracy of both the classes and the masses to mak: 
right the master of might; to promote peace and good will 
on earth; to safeguard and transmit to posterity the prin 
ciples of justice, freedom, and democracy; to consecrate 
utual 


and sanctify our comradeship by our devotion 
happiness.” 

“There you have the whok prokxram moa reurtstie 
added Col. D’Ohier. “The American Legion is centralizing 
its efforts along definite lines. First, we are interested 
in getting jobs for returned veterans, putting them back 
into civilian life as quickly as possible where they may be 
useful to society and to themselves again, and takin 
care of all disabled men through occupational direction 
Second, the legion is vitally interested in the creation 
and firm establishment of a military policy for the United 
States. There is no thought of bringing about a military 
autocracy. The world has had enough of Prussianism 
But these men who went over there and fought for a 
principle are determined to make America 100 per cent 
American and to make America safe for herself through 


the vears to come, 


AW and order are to be maintained In every coi 
munity in this country legionaires stand ready, 
reason of their consent as manifested at the Alu 
neapolis convention, to hack the recognized minions ot 
the law in every measure necessary to the maintenance 
of law and order and the sovereignty of our government 
They are ready for action at any time and will close ranks 


‘ 
; 


to keep America supreme and above and against thes: 
extremists who are seeking to overturn a government and 
a democracy for which thousands of brave young Amer: 
cans laid down their lives. 

“The American Legion will combat bolshevism an: 
radicalism all the way. The will of the men has been « 
pressed in this direction. Thev have gone on record 
recommending a constructive Americanism program fo: 
combating anti-American propaganda and lawlessness 
and it is now up to translate this order with their co 
operation into concrete acts. 

“The Minneapolis convention recommended the estab 
lishment of a national Americanism committee whose 
duty shall be to realize in the United States the basi 
ideal of this legion of 100 per cent Americanism, through 
the planning, establishment, and conduct of a continuou 
constructive educational svstem designed to combat all 
anti-American tendencies, activities, and propaganda; to 
work for the education of immigrants, prospective Amer 
ican citizens, and alien residents in the principles 
Americanism; to inculcate the ideals of Americanism in 
the citizen population, particularly the basic American 
principle that the interests of all the people are abov 
those of any special interest or any so-called class o1 
section of the people: to spread throughout the people o! 
the nation information as to the real nature and principle 


‘} 


of American government and to-foster the teaching of 
\mericanism in all schools 

“Tust plain common sense and patriotism is dealt 
with this all-important phase of American life at the pre 
ent time,” continued the national commander. “Give the 
people all the facts in the case; let them know the tru 
significance of this ugly menace directed against the ver 
foundation of our free government; educate those who « 
not know what America really and fearlessly stands to 
and then common sense, just plain American rit 


sense, will work out the problem of our salvation 
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SEVENTH MESSAGE TO THE MASTER PLUMB- 
BERS OF THE UNITED STATES. 
By Frank B. Lasette, New York City, President of the 
National Association of Master Plumbers of the 
United States. 


T ts a matter of puzzling 
regret that some of the 
members—l trust not many, 
however—appear to be un- 
aware of the fact that the Na- 
Association of Master 
Plumbers of the United States 
operating under a new 


business ethics—that 


different principles 
| 


supplanted 
of tormer years. 

(hange is written on the 
face of all things; new times 
and conditions suggest new 
ideas. There is no man so 

—— dead as he who insists on 
living in the past, and who 
old and neglects the opportunities of the 

present with their promises for a brighter future. 
lor those members who really wish and intend to keep 
abreast of the times, there seems to be no possible excuse 


] ! 


tor any lack « knowledge on their part, as to the progress 


sf 
the National Association is making in behalf of trade im- 
provement and advancement. 
Members who have made a practice of attending the 
National Conventions—and many have—surely should above 


all others be full, 


cognizant of the present aims of the Na- 
tional Association as mapped out by said conventions from 
time to time. And as for all other members, they have had 
access to the Association's publications and the Trade Press, 
as noted in a former message, which always supply a con- 
cise record of the business transacted. So there is really 
no excuse tor any member, or non-member for that matter, 
being in the dark as regards the policies and activities of the 
Association. 

And this is to say nothing of the valuable and instructive 
literature which has already emanated from the National 
Trade Extension Bureau of the Plumbing and Heating In- 
dustry, which in itself goes a long way toward explaining 
the trend of Association thought and progress. 

Notwithstanding, it is evident that some members have 
missed the lessons conveyed through the mediums of con- 
ventions and trade literature. Perhaps the change has been 
too sudden—the ideas too new. Possibly such members pay 
little or no attention to the deliberations of their representa- 
tives in convention assembled, and less to the trade publica- 
tions and literature heretofore mentioned. I can think of 
no other reasons for their seeming want of comprehension. 

There is so much work ahead of the National Associ- 
ation—work of a beneficial nature—that it should be easy to 
forget everything, save the good, of the past. At any rate, 
old policies and practices are a thing of the past. The trend 
is now to correct trade shortcomings and solve trade prob- 
lems through the mediums of education and co-operation. 
This should be apparent to every member who has watched 
the progress of events. 

There are many problems which confront the master 
plumbers. One of vital concern is that of making the busi- 
ness pay. This has been the most neglected problem of all, 
and it is about time the trade undertook to solve it and solve 
it right. It is the belief of the thinking men of the trade that 
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the educational campaign now under way in behalf oj 
ness training will materially help in the solution o: 
question. It behooves the master plumbers to careful! 
low and lend it their hearty support, for I share in 
lief that it must result to their financial benefit. 
therefore waste no more time on the discarded pr 
and practices, but take hold of the new and use our 
effort to win the financial position in the business 
is our just due and which lies within our gras; 





UNITED STATES IS STILL SELLING FAST! 
THAN PRODUCING. 





_ - 


November Trade Report Shows Economy Plea 
Unheeded. 





Unabated business activity in November due to 
at for goods of all stages of productiot 
reported last Saturday in the Federal Reserve B: 

of business conditions. 

The eagerness and sustained buying capacity ot 
ultimate consumer was the board’s explanation of a 
tinued expansion of wholesale and retail trade, 
marked even those districts most affected by the coal 
steel strikes. 

Curtailment of industrial operations because of the 
shortage had been enforced only sporadically up to 
middle of the month, it was found, but the imminenc;y 
drastic action looking toward the conservation ot 
creasing coal supplies was apparent at that time, 
shortage being especially acute in the Kansas City an 
Louis districts. 

Trade Booms On. 

There was virtually unanimous testimony concer! 
the increase in the volume of wholesale and retail t: 
notwithstanding the demoralizing effects upon ge! 
business that might have been expected to accompany 
wide-spread industrial disturbance in the basic industries 

The rapid turnover in wholesale and retail trade, every- 
where apparent in the reserve districts, evidently 
stripped increases in current production, the review said, 
as evidenced by reports of depleted or exhausted dealers 
stocks and by the repeated complaints of manufacturers 
of the scarcity of labor and of raw materials. 

No Evidences of Economy. 

A tendency was noted to exaggerate the magnitude of 
buying operations by considering purchases and sales 
in terms of pre-war prices, rather than in their relation 
to money incomes on the new price basis. “There are 
not, as yet, many indications of a desire to resort to the 
practice of that economy which has been urged upon the 
country for so many months,” the review said. 

“In the review of business and financial conditions 
ing October,” the report said, “it was pointed out | 
speculative activity was reaching dangerous levels. Th! 
activity continued unabated until early in Novem! 
when the Federal Reserve Banks advanced discount rates 
The advance was slight, but, accompanied as it was by 
announced discount policy, it was efficacious in causin 
reduction of loans.” 

Some Crops Damaged. 

Reports from the agricultural sections indicated a c 
siderable amount of crop damage, due to excessive ra’! 
and insect pests, particularly the cotton crop. 

The acreage in wheat in the Pacific Northwest, it » 
thought probable, would largely exceed that of 1918, whi! 
the corn crop, although damaged by the rain in certa: 
localities, also would exceed that of 1918, according to * 
estimates. 


} 

















The IRISHMAN REPLIES to the SWEDE 


Bon Ton Delux Jerry Takes a Fling at Ole Yonsen 


on the Question of Main Lines and 


tell the world that me and Hank been some busy 


nce we took hold of the work management for the 

lannigan Company. First of all, material has been 
dog-soned hard to get and in the second place, it has 
he well nigh impossible to grab off any boys for the 
rush work that always hits us in the Fall of the year. 

It got so bad that a few weeks ago, Hank came into 
the otice with a bundle under his arm and the Old Book 
keeper asked him if he had been doing some shopping 
for the Missus and Hank said “Not by a jug full.” And 
with that he busted the string and pulled the paper off 


1 


ust like all of these plumbers open bundles and I'll be 
hanged it he didn’t unwrap a couple of these nose bags 
that the  teamsters 
ha on their 
horses’ heads at din- 
ner time. 
Wi asked him 
what they was for, 
because all we got 
at Klannigan’s is a 
bunch of autos and 
fords, and he comes 
back with the dope 
that as he has been 


too busy to sit down 
and eat like a white 


man at noon he is 
now going to have 
the Missus fill up 
the feed bags and 
when he busts into 
the shop at noon he 
can hang one over 


his face and grab a 
feeding while going 
over the reports of 
the morning, answer- 
ing the "phone, pick- 
ing out material, di- 
recting a few of the 
men as to how, when 
and why they are to 
go to certain jobs and do certain things, and between times 
calling up all the jobbers in the Twin Cities to see if any of 
them have accidentally come across a few %-inch cast iron 
ells that they will be willing to part with. 

So, of course, there has been no chance for me and Hank 
to write up the Day Book and it had kind of slipped our 
minds until we picked up a copy of “Domestic Engineering” 
and some fellow is sure after us with a meat ax. 

Watching Out for the Johnson Family. 

His name reminds me of the fact that I anchored the 
flivver too close to a fire plug one day and the copper came 
along and tagged it and so I had to go down to the big 
stone building and say “Good Morning Judge.” I was 
sure out of luck because I had to wait there almost the 
whole morning and every fellow that was before me except 
a nigger whose name was “White” was either Ole Johnson 





‘‘Some Fellow is sure after us with a Meat Ax.”’ 
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cause flivvers 
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when you get to 


filling station 
have a row with 
of that 
because the 
place he says the law 
that 
gasoline 


king dump 


in first 
provides he 


sell 


in 


can't 


except red cans 


and after while vou 


convince him _ that 
you intend to use the flivver for motive purposes 
and so he comes through but first he gives you a little 
sermon on the merits of their 38 cent gasoline which is 


mostly gasoline but if you been there before you finally induce 
him to part with a few gallons of 22 cent gaso which is 
mostly kerosene and speaking of gasoline and kerosene and 
Old John D. reminds me of my old pal, Chuck Kelly, who 
used to sell goods for one of John D’s branches. I noticed 
that he was always making his rounds on foot and so | 
asked him why in Sam Hill he didn’t get an auto and ride 
around and he said that it couldn’t be done because he had 
to call on every merchant along the street. The average 
salesman, says he calls on either plumbers, grocers, 
dealers, garages, druggists, or some particular line, but we 
got so many SIDE lines that we call on everybody and so 
we make better time by doing it on foot. So you see Old 


meat 
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John D. gets us all on the main line with this gasoline 
and kerosene, but like the Chicago packers, he sells the rest 
of us the squeel and calls them side lines. He can tell the 
whole world something about side lines. 

Getting back into that flivver again, we find that buying 
it is only a small part of the game. As soon as the sales- 
man gets his coin, he begins to point out various and nu- 
merous things that should be added to that go cart. A 
bumper for the front, oversize tires for the front wheels, 
non-skids for the rear, a set of tire chairs, shock absorbers, 
an oil gauge, a ventilating wind shield, a device for keeping 
the wind shield clear of snow and water, a primer, a spare 
tire carrier, and if you have a Liberty Bond or two left 
when you have purchased the above list, he will be able to 
add enough other items to swallow them too. Oh, you side 
lines. 

Ole a Plumber? How Come? 

Also, how come this Ole Yonsen to be doing plumbing. 
We Irishers started this plumbing business and we been 
holding onto it pretty tight, altho we let a few of the 
(Isons and Yonsens do a little digging or rassling of radi- 
ators, etc., but they sure got a lot of nerve to go the full 
distance and call themselves plumbers. When Yonsen was 
back in Norway, his main line was catching lute fish and his 
side line was catching sardines, so where does that bird 
get his dope on this main line stuff. 

We got to admit that the jobber is a wise bird when it 
comes to making one dollar grow into two dollars without 
waiting for it to go the old six per cent farm mortgage 
route and is he sticking to the main line? I'll tell the world 
he 1s NOT. Most of them are now selling pipeless fur- 
naces and hot air heating plants, some of them selling rub- 
ber hose and belting, others carry a line of tires, and still 
others carry all of the things just mentioned and also every- 
thing electrical from licorice lights to lighting plants. Why 
they got so many side lines that they really don’t know 
where the main line ends and the side line begins and this 
bird of a Yonsen with nothing above his collar but a hat 
rack wants all of us to travel on a single track line just 
because nature was away on vacation and only gave him a 
single track mind with unlimited stop over privileges at 
Ivory Junction. 

Side Lines Help on Rent Day 

(course Me and Hank didn’t know about this side line stuff 
when we went into. business, but we did have enough com- 
mon sense to know that if we had a stock of small articles 
such as electric lights, toilet paper, towel bars and bath 
room trimmings, heater brushes, air moisteners, drain boards, 
vas water heaters, and such things that we could sell them 
without installing and the profit on those sales would 
help a heap on rent day and so we did just that very thing. 

And we'll tell the world that Ole Jonsen would have been 
out of luck wearing that uniform of his if he had tried 
to keep within hailing distance of me and Hank during 1918. 
Ole ought to get the tatls of that trick suit trimmed off 
and get himself a job as a waiter in a cafeteria. And Ole 
had best keep away from Hank with his questions because 
llank is sure some pipe fighter and he has three good ques- 
tions of his own. The first is, “Where do you want this 
boiler set?” The second is “Where do you want the radi- 
ators set?” and the third is more of a command, “Get some 
fuel and we'll give this plant a test.” Outside of that 
Hank does not do very much talking. For some reason 
or other, he leaves most of the talking to Us Irishers and 
we manage to get away with it after a fashion. 

Ole Works for Old Yim Hill 

“And in parting, Ole, just let me remind you that when 
you first landed in Minnesota, you nailed a yob on the 
vacant end of a pick handle for Old Yim Hill, who used 
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to was some railroad man, and you perhaps reca!! that 
map of the Jim Hill System that was nailed on the inside 
of the door to the side door pullman that you called home 
for a couple of years. It showed the Hill Lines in great 
wide lines stretching from the Twin Cities to the Coast 
and from it you would gather that it was about seventeen 
thousand miles from one end of the line to the other, whereas 
the distance from the Twin Cities to Boston, Mass., on 
the same map was just about as far as the suburb of St 
Louis Park is from Minneapolis. And on that same map, 
you would find dozens and dozens of little projections, some 
short and some long, but all of them feeders or SIDF 
LINES for Yim Hill’s Main Line. Did he believe in SIDE 
LINES? Just get a map of the Hill Lines and put that 
down as another foolish question.” 
Better Stay Home Nights, Ole 

“Good-bye, Ole, and don’t hang around Elliot's Park 
after dark because you might accidently bump into a piece 
of lead pipe serving as a SIDE Line to its usual peace- 
ful vocation, and it would sure be a crime to nick that 
noble dome of yours and get mud on your trick suit 
and then make way with your box of Copenhagen Snuss, 
your Ingersoll, and your poke of main line earnings.” 


January 13 and 14, 1920.—The iwenty-sixth annual con- 
vention of the Wisconsin Master Plumbers’ Association, 
in Milwaukee, Wis., with headquarters at the Hotel Wis- 
consin, 

January 13, 14 and 15, 1920~—-The annual convention of 
the Iowa Master Plumbers’ Association, at Fort Dodge, 
lowa, with headquarters at the Wakousa Hotel. 

January 19, 20 and 21, 1920.—The annual convention of 
the Illinois Master Plumbers’ Association, at Quincy, III. 

Kebruary 2 and 3, 1920.—The twenty-fourth annual con- 
vention of the Minnesota Master Plumbers’ Association, in 
Minneapolis, Minn. 

February 16, 17 and 18, 1920.—The twenty-ninth annual 
convention of the Ohio State Association of Master Plumb- 
ers, at Cleveland, O., with headquarters at the Hotel 
Winton. 

March 8 and 9, 1920.—The annual convention of the Mis- 
sourt Master Plumbers’ Association, at St. Joseph, Mo. 

June 15, 16 and 17, 1920.—The thirty-eigth annual con- 
vention of the National Association of Master Plumbers, 
in Pittsburgh, Pa., with headquarters at the William Penn 
Hotel. 


“HEATING CONTRACTOR CAN HELP CONSUMER 
IN COAL CRISIS.” 

This was the title of the leading article in the October 
25th issue of “Domestic Engineering.” 

Read it now, then help your customers. 

Whar You Been? 

“No, sah, Ah doan’t neber ride on dem things,” sai( an 
old colored lady looking in on the merry-go-round. “Why, 
de other day I seen dat Rastus Johnson git on an’ rid 
as much as a dollah’s worth an’ git off at the very same 
place he got on at, an’ I sez to him, ‘Rastus,’ I sez, ‘y' 
spent yo’ money, but wha yo’ been?’’’—Boston Transcrip 
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LEGAL DECISIONS of INTEREST ‘0 the 
PLUMBING and HEATING TRADE 


Holds Option to Return Goods, Not Saleable, Valid, Even 
If Goods Have Been Paid For. 

In passing on an option to return goods the Supreme Court 
of Connecticut held that “where plaintiff sold plumber’s sup- 
plies to defendant, with the right to return what he could 
not use or sell, payment to be only for what was retained, de- 
for goods returned after a 
had paid tor them in 


fendant was entitled to credit 
reasonable time, notwithstanding he 
uch payment not being an election to keep the goods, 
but being contemplated by the parties, in order that plaintiff 
might obtain the benefit of a discount for cash.” (105 At 
lantic S51.) 

[he plaintiff in the case is a wholesale dealer in plumbing 
supplies and gas and electric tixtures in New York City. De- 
fendant was a retail dealer in gas and electric supplies in 
New Haven, Conn. He consulted the plaintiff with a view 
to adding the sale of plumbers’ supplies to his business, and 
because of his lack of experience in handling these goods it 
was agreed that the plaintiff should select a suitable line ot 
plumbers’ supplies which the defendant would try on con- 
dition that he should have the right to return any part which 
he could not sell or use, and to pay only for such as were 
Goods were shipped and billed at the agreed price, 
Before the end 


retained. 
less 2 per cent discount for cash in 30 days. 
ot the 30-day period defendant paid the bill in full in order 
to obtain the discount of 2 per cent on the merchandise 
which he should finally become obligated to pay. In pay 
ing the bill in full he claimed he did not intend to waive 
his right to return such of the plumbers’ supplies as he 
might not be able to sell or use. In about 60 days after 
shipment, defendant reshipped to the 
supplies of the invoice value of $195.00 because he 
them unsaleable, claiming that the plaintiff was bound to take 
them back and credit him with their value on his other ac- 
Now the plaintiff re- 


plumbers’ 
found 


plaintiff 


count for gas and electric fixtures. 
fused to receive them on the ground that by paying for all 
the plumbers’ supplies the defendant had elected to retain 
them 

On appeal the real question was whether, because of the 
torm of the contract, the right of return was lost by pay- 
ing tor the goods before a reasonable time had elapsed for 
ascertaining whether or not they were returnable, in order 
to take the benefit of a discount offered by the terms of the 
contract. 

If there was an election to keep the goods on the defend- 
ants’ part, the plaintiff offered no evidence to support such 
an election. Again the plaintiff claimed that since it was 
ignorant of defendant’s motives in paying in full, it had a 
right to suppose the transaction was closed and therefore 
inequitable to reopen it. But since plaintiff began to re- 
quest payment in full before some of the goods were re- 
ceived by defendant, and further since he knew that it would 
take some time for an inexperienced salesman and dealer 
‘o tind out whether the selected line of plumbers’ supplies 
would be saleable in his market, indicates that the plaintiff 
did not payment was inconsistent 
with a subsequent opportunity to test their saleability. The 
of voluntary payment does not apply because the 

the parties are governed by the contract. The 
return at the 


then suppose the prompt 
doctri 

right of 
t was not a simple contract of sale or 


cont rai 
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election of the buyer He had no right to return them 


taking ra 


court 


reasonable time to test their sale 


found that two months was such a 


without first 
ability, and th 


reasonable time. ‘Therefore his return of the goods for 


credit was upheld. 

Where Parol License to Maintain Steam and Water Pipes 
Become Irrevocable. 

lowa decides a case where the 


The 


owner of the third tloor of a building brought an action 


Supreme Court of 


’ '? 


enjoin the owner of the first and second floors from remo\ 
water, and sewer pipes with which the 


the first-named ownet 


ing certain steam, 


steam, water, and sewer systems ot 
are connected, such connections being in common with those 
of the latter-named owner in the basement of the building 


At the systems the two 


owners worked in 


time of the installation of the 
co-operation. The same plumber installed 


the necessary plumbing for both owners, doing the work 0} 
the defendant in October and that of plaintiff in November 


The work for the plaintiff consisted of a sewer pipe carried 


up through the building from the basement to the toilet roo 
on the third floor, together with a water line to feed it. Thi 
plaintiff also installed steam heat in its rooms, connecting 
defendant In the im 


Alli 


*v) 
sit 


in the basement with the main ot 


provements made by it, the plaintiff made proper provisions 
for connections with its pipe in the basement, to be made 
The defendant later took advantage of 
The stack and service pipes have been 
The lot was owned by the 


by the defendant. 
these connections. 
used in common since that date. 
defendant. but both owners co-operated in erecting the build 
ing, the plaintiff building the third floor and roof. It also 
paid one-third of the The values for 
cutting off the steam heat for the entire building and all 
the meters connected with the improvements were situated 


sewer assessment. 


in the basement. 

This controversy arose when the defendant proposed to 
improve its basement and to fit it for renting purposes 
It served a notice on the plaintiff purporting to revoke its 
license to maintain its connections in question, and threat 


ened to remove the pipes. The plaintiff, in asking for the 


ist this contemplated action of defendant. con 
an irrey 
with 


injunction agall 
that it had 


tended obtained from the defendant 
appropriate COoOnneC? tion > 


The defendant con 


ocable license to maintain 
the steam, water, and 
tended that the parties purporting to represent 
past transactions with plaintiff were without authority, and 
that plaintiff was either a trespasser or a mere licensee whos 
license was revocable at any time. 

the question the Supreme Court said that 


sewer systems 
it in the 


In deciding 


. ° — oy 4 
there was no room tor tair that the installation ot 


doubt 
its various systems was done by plaintiff with the knowledg: 
and consent of the defendant and by mutual 
Though the license was unwritten and oral 1 
executed and was so done at a large expense to the plaintift 
became invested in th 


irrevoc able license 


Therefore an 
floor to maintain the improvements 


owner of the third 
as efficient a position as they 
owner of the other floors and basement c 
installation if not interfering with the efficiency of the sys 


7 7 
were installed, though the 
1 the 


uld rearrange Ul 


tems. Hence the defendant was enjoined trom carrying ouf 


its threatened actions. 
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Damages the Market Price on the Date of Breach—How 
This Date Was Established. 

An important case laying down the damages that may be 
recovered on the breach of a contract of sale was recently 
decided by the Supreme Court of Connecticut (105 Atlantic 
$22). This action resulted from the failure and refusal of 
the defendant to deliver certain brass tubing under an agree- 
ment of sale under date of November 10. The verdict of 
the jury in the trial of the case was that the breach of the 
contract was without the legal justification pleaded, and the 
only question arising on the appeal requiring consideration 
was the amount of the damages. 

The plaintiff claimed the damages should be assessed at 
about the time the action was brought, being December 15th. 
The defendant claimed they should be assessed as of Novem- 
ber 15th at which time it charged repudiation of the contract 
was brought home to the plaintiff. The parties were in 
agreement that “the measure of damages was the difference 
between the contract price and the market price at the time 
the goods contracted for ought to have been delivered, or 
at the time of the refusal to deliver.” 

Since the market was steadily rising the date of the breach 
The difference between the contract price 
and the market price on November 15th was one cent a 
pound, and on December 15th it was three cents a pound. 
The verdict in the lower court was on the latter basis. 

Establishing November 15th as the date of breach of the 
contract, the defendant testified that he called up the plain- 


became important. 


tiff corporation in New York on this date and inquired for 
its president ; that some one answered the call whom he sup- 
posed was the president; that he had an extended conver- 
sation with this person and told him that he would refuse 
to deliver this tubing under their agreement unless the goods 
were paid for by a certified check before being shipped. A 
telephone slip was introduced in evidence showing that on 
November 15th the defendant called for the president of the 
defendant corporation at his office, and the time charged 
on this call was ten minutes. 

A salesman for plaintiff admitted that he talked some 
time in November with one who asked for the president, and 
said he had a contract to deliver some brass tubing, and 
that he was not going to deliver this. This salesman re- 
ported this conversation to the president the following morn- 
ing. 

The court said there can be but one conclusion to draw 
from this. The plaintiff must have understood when this 
conversation was detailed to him by his salesman that the 
defendant had refused to carry out its agreement. The de- 
fendant’s breach was at this time brought home to the 
plaintiff. The damages should have been assessed as of this 
time of the breach; notwithstanding the facts that the plain- 
tiff sent defendant a telegram and letter on November 22 
and a letter on December 7th, each calling upon him to 
carry out his agreement, and that no reply was made to 
these, and further that the president testified that he ex- 
pected, up to the time he brought this suit that defendant 
would carry out its part of the contract. 





How do you plan your business? “Domestic Engineer- 
ing” would like to know about the plans in any or all 
departments of your business, for use in the Plan Num- 
ber of “Domestic Engineering,” to be published January 
10th. 





Gosh, Ain’t It Encouraging. 
We try to push things right ahead, 
By all means influential, 
Then Uncle Sam drops in and says, 
“Old top, you’re non-essential.” 
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M. T. Whitney. 

Mont T. Whitney, one of the best known supply men in 
Chicago and vicinity, died at his home in Chicago, on \‘on- 
day, November 24th, aged 65 years. He had been in f{ail- 
ing health for some time and was in bed three weeks prior 
to his death. Mr. Whitney for many years was connected 


with the H. Mueller Mfg. Co., Decatur, Ill, and was re 
recently with the United Brass Mfg. Co. of Cleveland, 
Funeral was held from his home, 5912 Normal Boulevard, 
on Wednesday, November 26th, and was attended by many 
of his old friends in the plumbing field. Interment took 


place in Fairmount Cemetery. 


Joseph Daly. 

Joseph Daly, head of the firm of Daly Bros., dealers in 
plumbing and steam fitting supplies, at Waterbury, Conn., 
died at his home in that city on Friday, November 21st. He 
had been in poor health for several months. He was the 
son of the late M. J. Daly, a prominent Waterbury plumbing 
contractor. Two brothers Edmund J. and Jeremiah J., now 
conduct the father’s business under the firm name of \. J. 
Daly & Sons, Inc. Another brother, Frank J. Daly, for- 
merly was associated with Joseph in the supply business. 
“Toe” Daly, as he was familiarly known, was but thirty-four 
years of age. He was a native of Waterbury, and under 
the guidance of his father and older brothers learned the 
plumbing trade at an early age, and like the other members 
of the family soon became an expert in the business. A few 
years later he and his brother Frank branched out for them- 
selves and soon built up a supply business. Joseph aly 
was a member of the city board of public works and took 
a prominent part in city affairs. He was a member ot the 
Master Plumbers’ Association, the Elks and Knights of 
Columbus. In his school days Mr. Daly was noted as a foot- 
ball and basketball player and later he became a local tennis 
star. Mr. Daly’s illness really dated, according to his friends, 
from the death of his little daughter three years ago. He 
never had fully recovered from his loss. Early last sum- 
mer while swimming with one of his employes he got beyond 
his depth and in order to save himself was obliged to exert 
all his strength. To add to the troubles of the day his auto- 
mobile was overturned while returning to Waterbury from 
the beach with the result that his heart was affected. His 
condition became serious soon after and terminated with his 


death. 





The Associated Press announces from Chicago that a 
new national political body to be known as the Labor 
Party of United States, was created November 24 by 
representatives of organized labor in convention in 
Chicago. 

The Shipping Board announces that plans for the con- 
struction of a new ship-building program of 1,000,000 «.ad- 
weight tons of shipping, distinct from the emergency wat 
program, are being drawn up and will be presented tv the 
next Congress. 

The Machine Tool Section, the office of the Director of 
Sales, has prepared and will distribute to dealers and « ers 
of machine tools through various district selling offices 0! 
department, a comprehensive bulletin listing approxim:tely 
2,500 machine tools, valued at about $4,000,000, whic!) the 
government is offering for sale. 
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JAMES F. CONRAN SERIOUSLY ILL. 


— 





James IF. Conran, general sales manager of the Standard 
Sanitary Mfg. Co., Pittsburgh, Pa., is seriously ill, accord- 
ing to advices received at the Chicago office of the com- 
pany. His many friends in the trade throughout the coun- 
try will be sorry to hear of his condition, and will wish 
him a speedy recovery to good health. 





BUILDING LARGE FACTORY ADDITION. 





The R. F. Carpenter Mfg. Co., of Cleveland, O., is 
building an addition to its factory which, when completed, 
will about double the company’s present capacity. It is 
expected that the addition will be ready for occupancy 
by January Ist. 





TRANE CO. APPOINTS NEW YORK REPRE- 
SENTATIVE. 





Announcement is made by The Trane Co., La Crosse, 
Wis., that the company is now represented in New York 
City by the Plant Engineering & Equipment Co., whose 
address is 11 Johns Street. 





EXHIBIT HALL SELECTED FOR NEXT CON- 
VENTION, IN PITTSBURGH, OF NATIONAL 
ASSOCIATION OF MASTER PLUMBERS. 





Following the recent announcement by President Frank 
B. Lasette of the National Association of Master Plumb- 
ers, regarding the forthcoming Thirty-eighth National 
Convention, to be held in Pittsburgh next June, it is fur- 
ther stated that arrangements have been completed for a 
fine exhibit in that city. It will be held in Motor Square 
Garden and will run for one week, beginning Monday, 
June 14th, at 2 o’clock, and ending Saturday night, June 
19th, at 11 o’clock. The exposition will be open every 
day in the week, from 2 to 11 p. m. and will be known as 
“The Plumbing and Heating and Household Equipment 
Exposition” of the National Association of Master Plumb- 
ers of the United States. 

S. A. Patton, 207 Fulton Building, Pittsburgh, is chair- 
man of the local committee, and C. B. Nash, advertising 
manager of the Standard Sanitary Mfg. Co., Pittsburgh, 
represents the manufacturers and jobbers on the com- 
mittee. 





AMERICAN RADIATOR CO. MAKES SEVERAL 
NEW APPOINTMENTS. 





The American Radiator Co., Chicago, announces, under 
date of December 1st, several new appointments that will 
be of interest to the heating trade. Ray M. Stackhouse, 
who has been associated with the Chicago office for many 
years, has been made manager of the Kansas City branch. 
Mr. Stackhouse was very popular among the Chicago 








trade and his genial personality will be missed by his nu- 
merous friends in the Illinois Chapter of the American 
Society of Heating & Ventilating Engineers, the Western 
Trade Golf Association and other organizations with 
which he was affiliated. 

Frank Miller, who has also been with the Chicago 
branch, has been made manager of the Milwaukee office. 
Changes in the Chicago office comprise the appointment 
of Milo S. Dillman, as assistant manager, while Donald M. 
Forgan will be assistant to the manager in charge of Chi- 
cago city sales. 

Herman A. Voss is taking the place of Mr. Miller in the 
Promotion Department, and Homer R. Linn will have 
charge of the new department known as the Industrial 
Sales Department. Henry B. Roney will have charge of 
the Architectural Department. 





NATIONAL BUREAU OF STANDA®2DIZATION TO 
MEET IN CHICAGO. 

The National Bureau of Standardization will hold a gen- 
eral meeting for definite organization purposes on Tuesday, 
December 9th, at 10 a. m., at the Hotel Sherman, Chicago, 
according to official notice just issued by Secretary Paul 
Blatchford, Chicago. It is the hope of the officers that a 
full representation may be in attendance in order that the 
work before the Bureau may be assigned to different com- 
mittees, preceding activity along general lines. 

Accompanying the official notice is a letter from James E. 
Baggott, chairman, and T. F. Hanley, secretary of the Stand- 
ardization Committee of the National Association of Master 
Plumbers, containing the following: 

Recommendations for Standardization of Plumbing 

Material. 

The committee of the National Association of Master 
Plumbers, from recent conferences and recommendations 
made by its members up to the present time, desire to rec- 
ommend the following for consideration of the National 
Bureau of Standardization of Plumbing Material and In- 
stallation : 

Cast Iron Soil Pipe:—Fliminate at the earliest momu't 
possible all standard or medium weights. 

The minimum to be Extra Heavy. 

Eliminate the sizes 5-inch Soil Pipe and Fittings and also 
7-inch Soil Pipe and Fittings. 

Brass Pipe and Fittings:—Gauge, size and weights to 
be acted on and approved at your next regular meeting. 

Brass Tubing:—All brass waste and flush pipe outside 
of walls and exposed to be made from No. 17 U. S. Stand- 
ard Gauge. 

All Brass Waste, where concealed, to be iron pipe size, 
weight and thickness of wall. 

Supply Pipes:—The minimum size of water supply to be 
14-inch in diameter, and all Brass Piping to be of standard 
weight iron pipe size and threads for same. 

Brass Goods for Plumbing Fixtures:—\Weights, sizes, 
couplings and standard roughing measurements on all items 
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pertaming to same tor each class of fixtures to be taken 
up subject for approval 

All fixtures to be individual control on all water supply 
connections, with full water-way valves. 

Seal of Traps: This item to be taken up by your as 
sociation for final adoption and approval of the required 
seal for all traps, method of connections, etc. 

We recommend that the minimum diameter of waste be 
144-inch, as this is the smallest waste opening in roughing 
in work for plumbing fixtures. 

Basin Plugs should have the full area or diameter of the 
1'4-inch waste. 

Water Closets:—The depth of trap seal and the amount 
of dry surface in bowl exposed over the water. 

The minimum weight of each closet bow! 

The thickness of floor flange. 

The elimination of horn of waste opening: this item we 
recommend for immediate adoption, as it is unnecessary and 
breakage is very extensive. 

The weight of brass flange, the number of bolts required 
for each closet, all to be standardized. 

The roughing measurements all to be standardized and 
made to rough in the same on all waste and flush openings. 

lhe question of manufacturing Three (3) types of Water 
( losets: 

Hopper Closet, 
Wash Down Closet, 
Syphon Jet Closet. 

Lavatories:—The recommendation of a make of thre: 
(3) sizes of Lavatories, to meet the requirements of all the 
Plumbing Trade. 

This question should receive careful attention by all parties 
concerned, 

Hlowever, the roughing measurements, cock holes, waste 
opening, the outlets for waste and supply to be fully stand- 
irdized so that all lavatories of all sizes will rough in with 
the same measurement. 

Bath Tubs:—The elimination of 4 ft. and 4% ft. bath 
tubs 

The waste and supply openings to be standardized for 
roughing in measurements. 

We believe that it is false economy, and at least not prac- 
tical, to use 4 ft. and 4% ft. tubs. 

The 5 ft. tub should be the minimum. 

The question may be raised as to space allotted in bath 
If it is understood by Architects and Designers, 
Sanitary Engineers and Plumbers in general that the 5 ft. 


rooms, etc 


tub is the minimum length manufactured, they will adapt 
their plans accordingly. 

Urinals:—The present method and system of installa 
tion of Urinals is very unsatisfactory. 

This question should be taken up at the coming confer- 
ence in connection with all other fixtures, and the elimina 
tion of Urinal Troughs or Ranges; and wall hanging fix- 
tures should be entirely eliminated from the trade. 

Also it is recommended that the present porcelain Urinal 
be cut down in height and width, and the style known as 
Colonial should be considered as unsanitary. 

Kitchen Sinks:—We recommend that a great many 
sizes be eliminated and that Three (3) sizes, subject to ap- 
proval and adoption by conference, be taken up and approved. 

Drinking Fountains:—The standardization of drinking 
Fountains should be considered. Also supply and waste 
openings 


Range Boilers:—All openings should be standardized 
and the subject of eliminating many sizes can be taken up 


Drainage System:—It is proposed to standardize the 


Drainage System for all classes of buildings, so that all 
measurements and all fittings would be of standard dimen- 
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sions, and that working drawings be made up to show 
installation of same. 

Water Supply:—Drawings will be made regulating the 
sizes supplying one or any number of fixtures with direct 
pressure or overhead tank pressure, at a stated number of 
pounds per square inch, so that a stated amount of pressure 
will be carried, and all parties installing same will know 
the proper sizes to install. 

Also, control valves will be shown where required, drip 
connections, etc. 

We propose to get information from not less than 50 of 
the largest cities in the United States as to their pr: 
method. Also from such state laws as now regulate 
plumbing. In this way we will be prepared to give a sub 
stantial and first class system and method, together with 
drawings showing same. 

It is recommended that a Sub-Committee be appointed 
to take up each of the various lines of manufactured goods 
as well as the installation. 


The cutting down and the elimination of many non-es 
sential items in all classes of goods entering into the Plum! 
ing Trade can be made, thereby reducing the stocks carried, 
a better class of goods can be made and the greater strengths 
and durability to be worked out in general will, in the end. 
be of great value to the plumbing business. 

The high cost of labor, both in manufacture and in the 
construction of plumbing work and buildings, must be con- 
sidered at this time, and if a great amount of saving can be 
made, as there will be, it will save many thousands of dol- 
lars in this industry and in the end be more beneficial to 


}- 


all parties concerned. 

The above are only a few of the many items of interest 
to be taken up at your regular meeting for consideration, as 
many other items, no doubt, will be submitted and recom- 
mended by the Manufacturers, Supply Dealers and Master 
Plumbers for consideration. 

Respectfully submitted, 
T. F. Hanley, Secretary. 





DELAWARE VALLEY TRADE GOLF ASSOCIATION 
CLOSES SUCCESSFUL SEASON. 





The November meet of the Delaware Valley Trade Golf 
Association, held at the Pine Valley Country Club, New 
Jersey, Tuesday, November 25th, marked the closing of 4 
‘most successful first season for that organization. 

Pine Valley is a scientifically constructed course, chopped 
right out of the pine forest, it presents not only a delightful 
setting, but a highly sporty course. 

Good all-around golf is essential for anything under 4 
hundred at Pine Valley, and accurate direction is neces 
sary to put one in the running at all. For this reason 
the entire morning was given over to practice so the 
players could go through the match, which was scheduled 
for the afternoon, with confidence. 

Some twenty-six players were in the field for the tourna- 
ment foursome, but only nine teams turned in cards 
among these was but one gross below a hundred. [his 
was made by the “champs” of the association, President 
Titus and George Bell, Messrs. Groff and Kerr were a close 
enough second in the nets, and for third prize, Me: 
Faherty and Allen, as usual, ambled in after having played 
their worst, though they had to flip a coin with Mé« 


‘ 


Bridgman and Powers, who tied them. 

Following the play the party assembled at the bunga!lo\ 
of a local member of Pine Valley to celebrate the r 
of Captain J. Chas. Parry. The celebration was rightiyv < 


ied 


~ 


feature of the day and a surprise to many of the mem 
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for Captain Parry had just returned from his two weeks’ 
honeymoon at Buck Hill Falls in the Poconos. He was 
greeted with a rousing reception, both at the Baker bunga- 
low and at the dinner at the club house, which closed the 
day's activities. 

Mr. Stamback was host to the association at Pine Valley 
and in responding to the expression of appreciation trom 
President Titus, invited the members down again. Pine 
Valley being an all-year course, it is likely that the assoctia- 
tion will take advantage of Mr. Stamback’s hospitality 
again in January or February. 

The day’s scores follow: 

Gross Handicap Net 


2 NR nae a Q5 
Aitkin and McPhail..... alias svieeenieicnanl 103 16 95 
Dobbins and Stamback.. ...109 16 93 
Rridgeman and Powers... 109 ly 92 
a a | ae | 30 114 
Giles and Tomlinson....... 111 16 95 
Faherty and Allen........ LO TE 35 92 
Groff and Kerr... ‘ seainaiant ial 113 2h 88 
ee  _, , ene wiiebdie ..138 35 103 





Edmund R. Spence, secretary and treasurer of the Run 
dle-Spence Mfg. Co., Milwaukee, Wis., was a Chicago 
visitor last week. 

C. E. Gatz, western sales manager for the Wooster 
Sanitary Co., of Clarksburg, W. Va., is on a three weeks’ 
trip through the Central West and as far west as Oklahoma. 

John E. MacDonald, form- 
erly Chicago manager ot the 
vapor heating department oi 
the Ilinois Engineering Co., 
Chicago, has become associ 
ated with The Coon-De Vis 
ser Co., of Detroit. Mr. Mac 
Donald has long been ident: 
fied with the development of 
apparatus designed tor vapor 
and vacuum heating. In 1899 
he joined D. F. Morgan & 
Co., Chicago, and remained 
with that company until the 
company’s patents were tak- 
en over by the Kellogg-Mac- 
kay-Cameron Co., Mr. Mac- 
Donald having charge of the 





J. E. MacDonald. 


heating specialties department. In 1905 he became asso- 
ciated with the Consolidated Engineering Co., in charge 
of the development and sales of the company’s vapor 
heating department in Chicago. In 1910 he joined the 
forces of the Illinois Engineering Co. Mr. MacDonald, 
therefore, ranks as one of the pioneers in this important 
branch of the heating field and is known for his excep- 
tional engineering and sales ability. He is a member of 
the American Society of Heating and Ventilating En- 
gineers. 

W. C. McQueeny has become associated with the Bruns- 
wick-Balke-Collender Co., Chicago, and will represent the 
company in New York state, west of Utica, with headquar- 
ters at the Onondago Hotel, Syracuse, N. Y. 

John H. Taylor, formerly with the Washington (D. C.) 
otice of the Hart & Crouse Co.., of Utica, N. Y., is now 
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representing this company in the South, with headquar 


ters in the Candler Building, Atlanta, Ga 
GOOD GAIN IS SHOWN IN OCTOBER EXPORTS. 


American exports in October, 1919, were valued at 
$632,000,000, a gain of $35,000,000 over September and of 
$150,000,000 over October of the previous vear, according 
to a statement just issued by the Bureau of Foreign and 
Domestic Commerce, Department of Commerce. Exports 
for the ten months ended with October are placed at 
46,501,000,000, an increase of $1,440,000,000, as compared 
with the corresponding period of 1918. 

October imports totaled $416,000,000, a falline off ot 
$20,000,000 trom the high mark of September, but an in 
crease of $169,000,000 over October of last year. For the 
ten months ended with October, imports amounted to 
$3,113,000,000, a gain of $543,000,000 over the similar period 
of last year. This figure for the first ten months of the 
current calendar year is higher than that recorded for any 
previous full calendar year. 


NEW CONSTRUCTION WORK. 





Che following are among the most important recently 
awarded contracts as reported in this week’s issue of “The 
American Contractor”: 

$1,150,000. Hotel, Trenton, N. ] 

$1,000,000, 
Bottle Co. 

$700,000, 


Hotel Realty Lo 
ltactory, Huntington, W. Va. The Thermos 


Apartment building, Baltimore, Md Windsor 
(Court Apartments Co. 


$315,000. Building, Chicago, Ill. Fairbanks, Morse & Co 


$500,000. Store and hotel, Sioux City, Iowa. Howard 
Hotel Co. 
$272,500. Hospital, Boston, Mass. City of Boston 


$250,000. Amusement park, Sandy Beach, Maryland. Com- 
pany, care Harry Wolf. 

$250,000. Hospital building, Philadelphia, Pa. Philadel 
phia Hospital for Contagious Diseases. 

$250,000. Theater, stores and offices, Holyoke, Mass. Vi 
tory Amusement Co. | 

$200,000. Factory, Chicago, Ill. Samuel J. Schaeffer 

$200,000. Theater, New York City. J. Clarence Davies. 

$200,000. Hotel, White Sulphur Springs, W. Va. White 
Sulphur Springs Hotel Co. 

$200,000. Girls’ trade school, Worcester, Mass. City of 
Worcester. | 

$180,000. Residence, Baltimore, Md. Maryland Realty 
CoO. 

$150,000. Boiler house, Chicago, Ill. Armour & Co 

$150,000. M. P. Theater, Trenton, N. I. M. T. Vernon. 

$150,000. Garage, Long Island City, L. IL, N. Y. New 
York & Queens Electric Light & Powers Co. 

$150,000. Parochial High School, Springfield, Mass. St. 
Michael’s Cathedral. 

$150,000. M. P. Theater and stores, New Bedford, Mass. 
Cohen Bros. 

$125,000. Office building and machine shop, Dayton, O. 
Seybold, Mien Co. 

$125,000. suilding, Kansas City, Mo 
Motor Car Co. 

$125,000. Residence, Meadville, Pa. 

$115,000. Manufacturing building, Torrington, Conn. Tor- 
rington Co. 

$110,000. Storage building, Boston, Mass. 


Kelley-Reppert 


Mr. Levier. 


f,oston Ice Co. 


$100,000. Residence, Philadelphia, Pa. Octavia Hill As- 
sociation. 
$100,000. Road work, Bexley, O. Village of Bexley. 
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$100,000. Home, Pittsburgh, Pa. St. Margaret’s Memorial 
Hospital. 
$100,000. ive residences, Woodmere, L. I., N. Y. Louis 
Simpson. 


$100,000. Manufacturing building, Newton, Mass. Shep- 
ard Worsted Mills. 

$100,000. Theater, Pawtucket, R. I. A. Spitz. 

$100,000. Store and loft building, Chicago, Ill. City Fur- 
niture Co. 

$100,000. Residence, Greenwich, Conn. G. W. Howard. 

Two apartment blocks, $225,000 each, West Hartford, 
Conn. George E. Sleeper and S. Parisi. 





THE CONTROL OF RESALE PRICES ON TRADE- 
MARKED PRODUCTS. 

Chairman William RB. Colver, of the Federal Trade Com- 
mission, speaking at Atlantic City, on November 21st, be- 
fore the convention of the American Specialty Manufac- 
turers’ Association, earnestly urged the support of the 
Stephen’s Bill, as amended, and set forth in detail the 
commission’s position with respect to the whole question 
of control of resale prices on trade-marked products 


Commissioner Colver referred to the reports circulated 
by opponents of the measure that the commission wanted 
power to fix prices itself and denied all such statements 
flatly, insisting that no legislation was contemplated by 
the commission except the Stephen’s Bill, the provisions of 
which he explained as follows: 

“So all that has been suggested is that if and when the 
right to maintain a resale price is declared by law—and 
that such right may properly be so declared—then that a 
manufacturer should be left free to exercise that right or 
not if he pleases. If he does not exercise it his prices 
will be subject to the modification of the play of free 
competition. If he does elect to exercise it then he may 
fix any price he may choose and may maintain that price 
by refusal to sell or otherwise so long as the fairness of 
the price to the merchant and to the consumer is not 
challenged as inequitable. If challenged he is to have 
every opportunity to defend it, but if found unreasonable 
he may not continue to maintain it by force. In such cas: 
he may either revise his price and force its maintenance, 
or continue the price, but not be permitted to force its 
maintenance. 

“That is all that the commission or any of its members 
have suggested. There is nothing withheld or hidden. It 
is an open and candid declaration of opinion arrived at, 
we believe, in the public interest—which is to say in the 
highest interest of business itself.” 

Commissioner Colver’s remarks on the resale price ques- 
tion were, in full, as follows: 

“During the past year continued attention has been di- 
rected to a clarification of the vexing question of main- 
tenance of resale prices. The decision of the United 
States Supreme Court on a demurrer in the Colgate case 
has not cleared away the doubts. The court has affirmed 
the right under the Sherman Law, of a manufacturer to 
select his own customers. This is not a right that has 
been questioned by the Federal Trade Commission. 

“In Section 2 of the Clayton Law, passed long subse 
quent to the Sherman Law, and not involved in the Colgate 
case, it would certainly seem that such right is limited 
and lost—when it is exercised for the purpose, or with 
the intent, or with the effect of substantially limiting com- 
petition or tending to create a monopoly. 

“Conceding the most extreme claims that may be made 
for a broad construction of the court’s decision in the Col- 
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gate case—and conceding them here only for the p Se 
of the argument—still it is held, by the commission. that 
an unqualified right to enforce resale price—or to irpose 


one’s will for any purpose—or by refusal to sell lec- 
tion of customers) has not been declared. A natural, in- 
herent right may only be exercised when it does not in- 


vade the equal right of another. There need be wn 
neither an act unlawful per se nor even an unlawfu! pur- 
pose or intent in order that a course of conduct may be 
found to be unfair and so subject to prohibition. [!f the 
effect of an ordinarily lawful thing, done bona fide. re- 


sults in injury to another and an invasion of his richts. 
then that thing may not be so done. 


“One of your members, the Beech-Nut Co., has under- 
taken, in the general interest, to contest the question of 


resale price maintenance. The contest is being carried on 
expeditiously and in a generous and friendly spirit by the 


Beech-Nut Co., and the commission seeks to meet the 
issue in the same spirit. Neither party seeks so much to 
win as to secure a final and definite dictura of the court 


which shall clear up, so far as possible, the mooted ques- 
tion. 

“It is such contests as these, undertaken in such fair 
and impersonal spirit as this has been, as will clear away, 
bit by bit, the twlight zones in the business world 

“T am sorry that a misconception of the commission's 
suggestion as to a legislative solution seems to have cained 
considerable audience. It is said that the commission has 
an idea that prices be fixed, arbitrarily, by law and main- 
tained by law. This is an error. As I said to you, a year 
ago, the commission has recognized that the manufac- 
turer of an identified product has a very real interest in 
its disposition even after it has parted legal title. The 
commission has recommended to Congress that the 
Stephen’s Bill be somewhat reformed so as to safecuard 
against any abuse of it and that then it be enacted into 
law. It is felt that the power both to fix and to forcibly 
maintain a resale price, after parting with title, may be a 
temptation. It is felt that both wholesaler and retailer 
should be assured of just and reasonable compensation 
for their services and that the public should be assured of 
a purchase price which recognizes a fair and reasonable 
profit to producer and merchandiser, but no more. 

“So all that has been suggested is that if and when the 
right to maintain a resale price is declared by law—and 
that such right may properly be so declared—then that a 
manufacturer should be left free to exercise that right or 
not if he pleases. If he does not exercise it his prices will 
be subject to the modification of the play of free compett- 
tion. It he does select to exercise it then he may fix any 
price he may choose and may maintain that price by refusa! 
to sell or otherwise so long as the fairness of the price 
to the merchant and to the consumer is not challenged 
as inequitable. If challenged he is to have every oppor- 
tunity to defend it, but if found unreasonable he may not 
continue to maintain it by force. In such case he may 
either revise his price and force its maintenance, or con- 
tinue the price, but not be permitted to force its mau 
tenance 

“That is all that the commission or any of its members 


have suggested. There is nothing withheld or hidden. I 
is an open and candid declaration of opinion arrived at, we 
believe, in the public interest—which is to say, in the 


highest interest of business itself.” 





The General Utilities Co., of Providence, R. I., has been 
incorporated with an authorized capital of $600,000, to deal 
in gas heaters, etc. 
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SWEDISH FREE PORT OPENS. 





Although not completed Sweden's first free port which 
forms a part of the harbor of Stockholm, is open for busi- 
ness. It willtake perhaps ten years to carry out the whole 
improvement. Two ocean steamers can be dispatched at 
the same time, and beginning with next year the port will 
have large piers to permit the unloading of ships with 
27-ft. draft. Then the harbor will be ready to receive a 

od part of the goods to be distributed to the Baltic 


countries. 
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An Automatic Water Regulator. 

Those having occasion to install steam boilers will be 
interested in the automatic water regulator illustrated here- 
with. It is designed to maintain the proper water level in 
the boiler and contains a metal valve which oscillates with 
the action of the water passing through it, causing it to 
keep clean and free from dirt. It also has a conical shaped 
valve which tends to make tight without depending on the 
true alignment of adjacent parts. There is simplicity in 
construction and the valve and seat may be inspected by 
simply removing the hexagon brass nipple, the upper end 
of which forms the valve seat. Wear is minimized as the 
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movement is supported on two large bearings where the 
only motion occurs. The float is made of heavy seamless 
brass for high pressure work, and all parts but the outer 
casing are also of brass. The regulators are tested to 175 
pounds hydrostatic and are safe for any working pressure up 
to 100 pounds. For successful operation, it requires a water 
pressure of at least eight to ten pounds greater than the 
steam pressure carried on the boiler. The net weight of 
the regulator, complete with strainer, is 30 pounds. 
New Method of Flushing Closets in Batteries. 

A new method of flushing closets where installed in 
batteries, as in schools, factories, office buildings, ete:, 
which eliminates the use of individual valves and_ tanks, 
has recently been introduced to the plumbing trade. The 
accompaning illustration shows. what is called the master 
tank, supplying meters which flush the closets. The 
meters and connecting pipes average 3 gallons each. The 
operation is as follows: When the operating lever is 
pulled down, the timing arm and plunger, together with 
the lift plate and by-pass piston, are forced to their high 
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position, ready for action. When the lever is_ released 
the weight attached to it drops, and the water below the 
plunger is forced out through a port at the bottom, up 
an ascending siphon leg and down a descending leg, cre 
ating a siphon which continues to flow until checked 
With the lift plate and by-pass piston in high position 
and the support of the arm lost, they begin to descend 
The speed is controlled by oil as it passes by the outer 
edge to the top side of the piston. In its passage down, 
the plate comes in contact with the lever, and its weight 
pressing on the lever causes the lever to open air checks. 


AAA Adddessddde 
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The check at the top of the meter opens first, allowing 
air to enter a refill tube, which reduces the power and 
water volume of the siphon. The effect is to stop 
siphonic action and flushing force in the closet. The 
water continues to flow, the siphon retaining sufficient 
power to gradually fill the bowl to high level. At this 
point a check valve opens, the inrushing air breaking 
the siphon and stopping the flow of water. The flush 
may be regulated by adjusting the timing arm, which 
shortens or lengthens the travel of the by-pass piston, 
doing away with a regulating or by-pass screw. Kerosene 
is used as the timing fluid. The container, though unde 
water, is hermetically sealed, its neck at the top standing 
on a line with the top of the meter. The chamber 1s 
filled at this point. The advantage of using kerosene 
means no emptying of cups to prevent freezing. Pre 
sure does not exceed one-half pound. Closets at a great 
distance from the master tank receive their supply from 
surrounding siphons, the master tank maintaining the 
water level throughout the system. 
A Small Gas Water Heater. 

A gas water heater that measures only 10 inches high, 
12 inches wide and 8 inches deep, has been introduced to the 
plumbing trade, the heater having a capacity of three gal- 
lons per minute and is manufactured with enameled porce- 
lain and nickel-plated bodies. Among the economical features 
is the pilot light, which, it 1s stated, dots not register on the 
ordinary house meter. A simple automatic valve is also 
provided, being so arranged that by unscrewing a plug all 


working parts are exposed. 

















Catalog of Plumbers’ Specialties. 

A line of plumbers’ specialties consisting of brass goods 
of every description, made from rod or sheet brass or brass 
castings, is fully described and illustrated in a handsome 
116-page catalog just received from The American Pin 
Co., Waterbury, Conn. This catalog is bound in a stiff 
green cover and measures 7 x 104 inches, being known as 
Catalog H. The plumber will find an endless variety of 
products to select from, and alphabetical and numerical 


indexes are compiled on the last three pages. 
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POWER 





Here is where the power necessary to operate the Water Street 


and Mill Street Plants is developed—the Hydro Electric Plant 


The excavation for the hydro-electric plant was 
begun in April, 1913, and was finished in 1915, 
being the largest plant of its type in Northern New 
York. The best engineering skill was employed in 
this undertaking, no pains being spared to make 
the plant as thoroughly modern as science and 
brains would permit. The excavation was made 
into solid rock to the extent of 10,000 cubic yards. 
The concrete used totaled approximately 9,000 
cubic yards. The structure is 152 ft. long by 54 


ft. wide by 90 ft. high from the bottom of the 
wheel pits to the cornice of the roof, the racks 
being 230 ft. long, while the sluice gates are 56 


ft. wide. 


There is not a stick of timber in this 
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building, steel and concrete only being used. In 
the building proper 300 tons of steel and 21,000 
barrels of cement were used. It was designed to 
take five umbrella type (of which three are in- 
stalled), latest Allis-Chalmers type, turbine wheels 
of /00 H. P. each, with two wheels. 
Throughout the plant the sash and frames of the 
windows and doors are built entirely of steel and 
all the window panes are fire proof wire glass. A 
40-ton electric crane, used for installation and rais- 
ing of machinery, spans the width of and travels 
the entire length of the building. The weight of 
each generator is 75,000 pounds. 
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Steel and Iron. 
Steel manufacturers learned last week that the coal 
operators intend to attempt to run the mines, co-operating 


with the Government. The steel industry has not run 
out of coal yet, but their reserves are a great deal lower 
than is safe. The coal situation has been made the more 


serious by reason of the fact that the industry’s own 
strike has now practically disappeared, except for the 
Wheeling district, and with more mills ready to operate 
the need of coal is greater than when the coal strike 
started four weeks ago. 

Consumers of steel have grown uneasy as to the fu- 
ture of their steel supplies, and have been actively in the 
market seeking to cover for the first quarter or first half 
of next year. Their operations have served to make a 
scarcity of steel at the present time appear greater than 
it really is. There are few consumers who are actually 
seriously discommoded by lack of steel at the present 
time, but there are a great many who fear they will be 
short of steel next year. In a few cases, there is an 
acute scarcity at present, and fancy premiums are occa- 
sionally bid tor early deliveries. Many factors are con- 
tributing to make the steel market strong. The long 
period of curtailment of production has set back the mills 
on current contracts, while demand has been accumulat- 
ing. Labor is still scarce, production is proportionately 
limited and the coal situation naturally causes concern. 
Under these conditions the steel companies are working 
and while the scarcity of finished material is general, 
some lines are particularly short, and producers find it 
difficult to make allotments. Sheets, bars, wire nails and 
tin plate are very scarce. Wire products are particularly 
strong. Nails in Pittsburgh are quoted at $3.25 and 
$3.50, according to seller, but to secure delivery the buy- 
ers offer premiums on the outside price. Railroad re- 
quirements are heavy, but the congestion at the mills 
has held over the booking of many orders. Demand in 
the Western market for soft steel bars exceeds the 
ability of Chicago mills to meet it, and they are spread- 
ing supply as far as it will go among their most valued 
customers 

Pressure brought to bear upon the ironmasters in the 
several producing sections continues to grow and many 
furnaces have had business thrust upon them which they 
have found difficult to decline. Some basic and Besse- 
mer iron has been sold in Pittsburgh in response to a 
flood of inquiries, and some fair tonnage has been booked 
in the South for prompt shipment and the first half, 
which has forced the Birmingham market up to a $34 
basis for nearby iron suffalo has also been doing some 
business in the East for next year and has advanced 
the price of basic iron to $36 at the furnace. Producers 
East, West and South are still far behind on their cur- 
rent contracts and prefer not to consider further com- 
mitments, especially in view of the present uncertainty 
of labor and fuel. 

The outlook for coke is uncertain. So far, the ovens 
have been doing fairly well in the matter of delivery, but 
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there is ever the prospect of a curtailment of coal and 
events as reported from Washington are causing not a 
little alarm. The regular standard price for standard 
coke is now $6.25 at Connellsville, for prompt delivery. 
It is hardly thought probable that the manufacture of 
coke will be entirely cut off, but there seems to be every 
possibility that the output may be curtailed. Prices for 


g iron are quoted as follows: 


‘ 
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No. 2X, Philadelphia 


vesaeeeeeeeeee 36, 10@$37.00 





Ce ee a , ae 36.00 
ee: es Se eteataiatinienntiniienn 32.00 
I ee 31.00@ 32.00 


sessemer, Pittsburgh Ee eS Cae 32.00@ 34.00 
Copper. 

The copper market remains practically unchanged. The 
tone may be a little better, at least there has been no 
decline in prices. Electrolytic ranged between 18% cents 
and 18% cents, according to position. The large con- 
sumers have so far proved disappointing as their needs 
do not appear to be pressing, and the uncertain condi- 
tions of business have prompted them to extra caution 
n committing themselves, especially in a notable weak 
market which can only be strengthened by a resumption 
of active export trade. Stocks in producers’ hands have 
been steadily accumulating and they show every anxiety 
to dispose of as much as they can. 

Tin. 

There were no buyers in the market towards the end 
of last week, but sellers were in evidence and the result 
was a weakening of the market. Some importers quoted 
as low as 53% cents, but others did not offer below 54% 
cents for immediate delivery and 54% cents from vessels 
at the dock. There was some gossip in the trade about 
a probable decline in consumption by tin plate manu- 
facturers, with a coal shortage as the primary cause. On 
the strength of such a possibility some of the weaker 
holders are said to show anxiety to unload. 

Lead. 

Lead is attracting comparatively no attention at the 
moment, but while buying interest is lacking the market 
remains firm. The principal producers continue to quote 
634 cents for December delivery, and the outside market 
is also quoted at the same figure, though some sellers 
hold out for 6.90 cents, New York. The outlook is for a 
strong market if supported by normal demand. Pro- 
duction has been curtailed and the prospects for an in- 
crease depend upon uncertain labor conditions. 

Zinc. 

The drop in sterling exchange has created a some- 
what easier feeling in the local market for zinc, but no 
weakness has developed, and there were no sellers be- 
low 8 cents, East St. Louis, at the end of the week. The 
market was quiet, but a good export demand developed 
and also a fair domestic business. 

Other Metals. 

Quotations on other metals in New York are as follows: 
Aluminum (in 50-ton lots).........................-......33 cents per Ib. 
E,W  kecptremersene mr te 5 Att 36 cents per Ib. 
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New York Old Metal Market. 


The following prices are current for old metals: 














Buying. 
ee 5 15%. to 1534 cents 
Copper, light .13% to 14 cents 
Brass, heavy ........ 10% to 11 cents 
a uantiieail 7 +to 7% cents 
I ie 10 to 10% cents 
ee 5% to 6 cents 
Tea lead .4 to 4% cents 
Zinc 5 to 5% cents 
Solder joints .. 7” 11 cents 
peeeeG bapertt ....................... 614 cents 
Composition turnings .......... 13. to 13% cents 
New brass clippings.............. 12 to 12% cents 
oe tires. ee eae 
ee ae 2 to 2514 cents 


Chicago Old Metal Market. 


Se 
16% 
15 


12 


lling. 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 


Chicago wholesale dealers’ prices are nominally as fol- 
Selling. 





lows: Buying. 

Heavy yellow brass.. 814 to 9 cents 
a a, aio 734 to 8 cents 
Brass borings ........ 11% to 11% cents 
Brass turnings ........................8 to 8% cents 
eR 14 to 14% cents 
Copper, crucible ............ .16 to 16% cents 
Copper, heavy .......................154% to 16 cents 
i a, | eae — 12 to 12% cents 
DENI ncceiccisemcentonisiiontveiinnis 5144 to 6 cents 
i ve ‘aiaiapniiiaaiiadliae 4 cents 
Zinc 5 cents 
Solder joints ....10% to 11 cents 


The Pipe Market. 


10 


cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 
cents 


Quotations on less than car lots of full weight steel pipe 


are as follows: 
Butt Weld 





Blk. Galv. 
I NC ices nieraasaiass ee 17% 
indica eens aletaiaaminisgeataiiapamrasnatinhia 491% 33% 
988 Eee . 52% 371% 
i I Si iniatihitenht daciaicaliectaieliisaiadiaeadniiciasiaieiian auntie: — aabiialins 


7 to 12 inch........ intial dlchinahiahaniialibseaakacniciaahdndsiainatiaiimatiacs > isin 7 


Lap Weld 


BIk. 


Galv. 


The quotations apply to all shipments from stock, re- 


gardless of quantity. 


On extra strong and double extra strong steel pipe in 


less than car lots, quotations are as follows: 


Extra Strong 


Double Extra Strong 


Plain Ends Plain Ends Plain Ends Plain Ends 
Butt Weld Lap Weld Butt Weld Lap Weld 


Blk. Galv. Blk. Galv. 

%, % and % Inch.... 36% 11%  .000.0 -....-. caetille Smell 
I i saat 41% 16% 29% ...... 
£8 EE |.hlUmL. eee 32% Cz. 
2 to 2% inch.............. 46% 21% .........  _ 
3 inch . 46%, 21% ......... sini “apna uae 
oo ww sececece 4 ccenence OOM «1DH ~ 
- FO 7 DD aa 
a 40% 15% ......... 

7 to 8 inch..... 34% a 
8 to 12 inch 


-—-- # $ =@eeee8e8 


—-—- $= ~*“**0808e8 


eeeeecere 


eoreerer 


With threads only, the basing discount is 1% points 


lower. 
3 points lower. 


With threads and couplings the basing discount is 
The quotations apply to less than car lots. 


Quotations on full weight genuine iron pipe, in less than 


car lots, are as follows: 
Butt Weld 


Blk. Galv. 
DD een 21% +7% 
i EE +6% 
‘> =e a | | 61% 


- 


Lap Weld 


BIk. 


Galv. 


eeecesee 
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1% inch 31% 
% to 1 inch... a 1 lia 31% 
1% inch 31%, 
2 inch 

2% to 6 inch... 

7 to 12 inch 


13% 
13% 
13% 
24% 
6% 
21% 


499 


Sh 
11% 
62 


These quotations are f. o. b. Pittsburgh, and apply to all 
shipments from stock, regardless of quantity. 


On extra strong and double 


extra 


strong 


genuine 


wrought iron pipe, with plain ends, and in less than car 


lots, the quotations are as follows: 


Extra Strong 

Butt Weld Lap Weld 

Blk Galv. Blk. Galv. 
% to % inch 15% +12% 
2 inch 20% + 7% 
% and 1 inch 2% + 1% 
1% inch 26% + 1% 
1% inch 26144 + 1% 
2 inch 20% + 4% 
2% to 4 inch 22% + 3% 
4% to 6 inch 22% + 3! 
7 to 8 inch . 12% 13% 
9 to 12 inch ; . 6% +18% 


These retail prices are f. 
all quantities except in car lots. 


basing discount is 1% points lower. 


Double 
Butt Weld 
Blk. 


Galv. 


couplings, the basing discount is 3 points lower. 


threads 


Iextra Strong 
Lap Weld 
Blk Galvy. 


o. b. Pittsburgh, and apply to 
With threads only, the 
With 


and 


To ascertain the price in your city, deduct the proper 


less-than-carload freight rate from Pittsburgh to that city. 


Example: Base price on %4 
52% per cent Pittsburgh. The 
Patson is 17 cents per hundred. 


freight allowed to Patson is: 
32.5 
1.7 





price, 


50.8 per cent. 


The Pipe Market in New England and in Parts 


York State. 


All other sizes to be figured on a comparative | 


to 3-inch black steel pipe 1s 
less-than-carload rate to 
The 


therefore, 


isis 


of New 


In New York State on all points on the Hudson River, 
and in all of New York State south and east of Albany 
in all New England and for export, quotations are as fol- 


lows: 


Wrought Steel Pipe. 


% to % inch 
% inch 
% to 3 
2 inch lap... 

2% to 6 inch 


7 to 12 inch 


Extra Heavy. 


1% to *% inch saliicenanaailials a aT 
een 

% to 1% inch.......... 

2 to 3 inch....... 

2 inch lap 

2% to 4 inch.... 

4% to 6 inch... 

7 and 8 inch... saieeenle 
POR Se Tien 


Double Extra Heavy. 


ee IRs ctectinrnes 
% to 1% Inch.... 
2 to 2% inch....... 


2 inch lap...... EO Ee ee ee a Te 


2% to 4 inch 

ef eae 
7 to 8 inch....... se alias 
14 to 20 inch O. D 


Black 
38 
13 


Black 
31 
37 
42 
43 


34 


31 


or 


18 


Black ° 
16 
21 

23 

14 

16 


15 


20 


Galv. 
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Genuine Wrought Iron Pipe. 


Black Galv. 
% to % inch 12 + 25 
% inch . a +24 
\% inch = : en ~ 4 
% to 1% inch... 25 5 
1% inch lap. ) | - — . net +19 
1% inch ......... ae a ee Ceo - 2 + 6 
2 inch ‘ 16 + 2 
2% to 6 inch 18 ] 
; to 12 inch 6 +12 
Extra Heavy. 
Black Galv. 
% to ® inch 3 +30 
% inch . 13 +17 
% to 1% inch 21 +11 
1% inch lap net +34 
1% inch 10 +-21 
2 inch 13 +17 
2% to 4 inch - 15 +13 
4% to 6 inch ' i 6 +14 
7 to 8 Iinch.. nee — +26 
9 to 12 inch _— re ceneee-e +12 +33 


For pipe handled through shop or cut to length, add 10 per 
cent to the net price of pipe. 

Cutting and threading 12 inch and smaller—net list prices. 

Cutting and threading 14 inch and larger—25 per cent discount 
from list prices. 

Cutting only, two-thirds of the threading price. 


[hese prices include cartage to point of destination, if 
same is within cartage limits—for domestic purposes. If 
outside the cartage limits, they are f. o. b. shipping point, 
with actual freight allowed to destination, not exceeding 
20c per 100 Ibs. When shipped for export, the price in- 
cludes cartage to point of shipment, if same is within rea- 
sonable cartage limits—with no freight allowance. 


— ee eee 


COAL CRISIS A SEVERE BLOW TO MIDDLE 
WESTERN INDUSTRIES. 
(hicayo, December 3rd Revival of war-time restr 
tions owing to the coal famine, as a result of the bitum: 
nous miners’ strike, which means the shutting off of 
supplies to so-called non-essential industries, hits Middle 
Western manufacturers a severe blow It comes at a 
time when every effort is being made to speed up pro 
luction. It is predicted that a continuance of the present 
situation will mean closing eight thousand factories, and 
put many thousands of men out of work. To what ex- 
tent makers of plumbing and heating goods have been 
already hit, in this section, cannot be estimated at pres 
ent, but there 1s no question that, if relief is not forth- 
coming without delay, a discontinuance of operations will 
automatically go into effect and jobbers and contractors 
will be further handicapped in their efforts to fill orders 
November Building Below Summer Average. 

With returns for three November weeks showing re- 
cession and with the fourth week a holiday period it ts 
certain that November activity will register down hill 
from the peak of activity maintained through October. 

The average estimated value of weekly awards from 
July to October is sixty-two million ($62,111,542), the 
weekly average for October is over seventy million, but in 
no week in November has so hieh a level been reached, the 
The peak of 





highest valuation being fifty-seven million 





1919 activity has heen passed 

There is such a complexity of new causes resulting 
from the war operating that it is next to impossible to 
interpret events of the week in their effect upon construc- 







tion. 

The spectacular fall of a highly speculative stock mar- 
ket has little connection, it seems, with fundamental busi- 
ness. It was brought about, not by any falling in ap- 
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preciation in industrial values, but by a squeeze play o: 
the part of money to reduce speculation which carric: 
much farther might result in loss of hfnancial integrity 
These facts being true, advantage from the move mus 
accrue to the construction industry. Any safeguardin; 
of our credit fabric accomplishes that. But not alone 

giving stability is service rendered. It is rendered als: 
through the fact that the security which comes throug! 
investing in real estate and in investment building wil! 
be more appreciated by the investing public. It is tru: 
that there is some speculation wrapped in the present 
It can 
not be said that there is any speculation in the technical 


real estate market, but it rests on a firm basis. 


sense of the word in investment building. 

Quite naturally no appreciable result in investment 
buildings will be manifested in contracts awarded in 
1919 though it is possible that the coming into the in 
vestment field by the far-sighted men who feel that an 
early 1920 start will be to advantage may swell Decem 
ber totals somewhat. 

[he important fact, however, its that all industry should 
be able to attack 1920 activity with a feeling that there 1s 
a firm financial basis, not too highly speculative, tor all 
business to proceed upon. 

(Contracts awarded during the week ending November 
2, as reported from the territory east of the Missouri 
and north of the Ohio rivers by the F. W. Dodge Com 
pany, classified by districts, are as follows: 


District. Number. Amount 
New York 301 $12.535.200 
Boston 242 5,412,900 
Philadelphia _ 293 8.610.800 
Pittsburgh | ; 241 11,073,251 
( hicago — 13,364,840 
Minneapolis 52 1,063,450 

Total : | 1,616 $52,061,041 


Contracts awarded classified according to purpose o! 

onstruction are as follows: 

Number 
of 

Projects 


Classification. Valuation 


Business buildings | , . 251 ¢ 9.404.800 
Educational buildings ; 23 1,691,300 
Hospitals and Institutions.. | 5 365,000 
[Industrial buildings ea 206 14,886,700 
Military and Naval building 3 1,585,000 
Public buildings a neo 12 308,000 
Public works and public utilities x() 5,398,391 
Religious and Memorial buildings........ 24 644,000 
Residential buildings —......0.00000000. «=— 980 15,835,950 
Social and Recreational buildings...... 32 1,941,900 

Total | 1,616 $52,061,041 


Chicago Permits Go Ahead. 

Building construction in Chicago progresses, as evi 
denced by last months’ report, when permits were issucd 
for 167 stores and factories, 527 residences and 38 apart 
ment buildings, the estimated cost totaling near the 
eighteen million dollar mark. Many large projects have 
also been announced this month, the plans of one com 
pany being for the erection of the third largest hotel in 
the world. In the residence field, the Chicago Housing 
Association, a new semi-philanthropic organization, has 
taken out permits for ten two-story homes, while another 
builder will erect eighteen modern bungalows. 





Manitowoc, Wis.—George Fullum has been appointed 
plumbing inspector in this city. 
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Annual Meeting of Chicago Association Scheduled for 
January. 

The annual meeting of the Chicago Association of Master 
Plumbers is scheduled to take place early in January, and 
it is probable that Saturday, January 3rd, will be the day se- 
lected. The banquet will be followed by the business session, 
and it is expected that many excellent reports will be pre- 
sented to the members. Since the Atlantic City National 
Convention, the association has made a consistent effort to 
increase its membership and in recent months the following 
new members have been elected: 

Frank A. Meccia, 746 South Loomis Street; Leopold Bra- 
benec, 1707 West Forty-seventh Street; Frank Sochor, 2748 
South St. Louis Avenue; Herman C. Johnson, 4648 Broad- 
way; Roy Hickey, 912 Rush Street; A. C. Stromblad, 1132 
South Halsted Street; W. J. Sievert, 3711 West North Ave- 
nue; A. Walter, 1343 East Forty-seventh Street; V. R. Lund- 
gren, 1539 East Seventy-fifth Street; Frank J. Cardzielewski, 
2309 South Whipple Street; Frank A. Dean, 1019 East Forty- 
seventh Street; Birger Holmes, 1129 East Forty-third Street; 
James Littlejohn, 1034 East Forty-third Street, and H. A. 
Canavan, 2238 East Seventy-fifth Street. 

Chicago North and Northwest Side Plumbers Schedule 
Dance. 

Cards have been sent out by The Chicago North 
Northwest Master Plumbers’ Pleasure Club announcing the 
association’s annual dance, which is scheduled to take place 
on Friday evening, December 12th, at Northwest Hall. Mu- 
sic will be furnished by Ray Johnson’s orchestra. President 
Paul Jacoby has appointed the following committees: En- 
tertainment Committee: Walter J. Blyth, A. W. Bahn and 
W. R. Black. Refreshment Committee: Peter Feltman, Py 4 
Wagner, Fred Grosch, W. G. Kalb, Jos. Scheuer and George 
Franklin. Dance Committee: Lewis Nelson, F. E. Pearson, 
Charles Mundt, Louis Christianson and F. J. Bohn. 

Chicago and Vicinity. 

The drain-layers’ strike, which greatly inconvenienced the 
master plumbers in Chicago, has been settled and increased 
wages have been granted, extending until May 30, 1921. 

R. A. Cameron, who has charge of the water heater de- 
partment, and J. E. Davies, head of the commercial depart- 
ment of the Peoples Gas Light & Coke Co., Chicago, re- 
cently delivered brief addresses to members of the Chicago 
Master Plumbers’ Association, on the subject of closer co- 
operation with the gas company. The proper methods of 
connecting up gas water heaters was shown on a bDlack- 
About 150 members of the association heard the 


and 


hoard. 
talks. 

The question of leaving trenches open for the inspection 
of service pipe installations has been discussed by the Leg- 
islative Committee of the Chicago Master Plumbers’ and the 
Water Pipe Extension Bureau of the city, with the result 
decided not to insist on this feature 


that the Bureau has 
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The committee 
the ditch open 
finishing up the job in one day, 


of the proposed rules governing this work. 
that it 
for two days instead of 


contended would necessitate leaving 


as at present. 
Architects Weary & Altord, 1732 


are preparing plans for the $350,000, seven-story and bass 
the Cit 


Michigan Avenue, 


bank and oftice building to be erected by 
National at 
\. Mourant, 4318 Cottage Grove 


Dougherty, 


Ment 
Kansas 
Avenue, will install the 


ZENS Bank kemporta, 


plumbing, and Schampel and the heating in 


the $60,000, three-story apartment building to be built for 
\. C. Stromberg at 7706-10 North Paulina Street. Arch. 
John A, Nydin is preparing the plans. 

Marcus Weil, 3150 West Chicago Avenue, will install 
the plumbing and gas fitting in the seven-story and base 
ment mercantile building to be erected for HI. Channon 
& Co., at the corner of Market and Randolph Streets 
Architect A. S. Alschuler, 28 East Jackson Boulevard, 


prepared the plans. 
W. B. 


secured 


162 North Desplaines Street 


the 


Graves Heating Co., 
the 
the one-story tactory, at 4055-4056 North Tripp Avenue, 


has contract for heating installation in 


plans for which are being prepared by Architect S. H 
Micin, 140 South Dearborn Street, and Edwin A. McGuire 
1007 North Tripp Avenue, will install the plumbing. This 


building will cost in the neighborhood of $25,000. 


The Sumner Sollitt Co., 79 East Adams Street, is prepar- 
ing the plans for a $50,000, one-story building, to be erected 
in Pullman, for the Pullman Co. 

Architects D. H. Burnham & Co., 209 South La Salle 


Street, are preparing the plans for the $225,000 office build 
ing to be built for A. W. Shaw at the east side of Cass 
Street, between Erie and Huron Streets. 
Architects Otis & Clark, 6 North Michigan 
preparing the plans for.a $25,000 garage and greenhouse 


\venue, are 


to be built for Rush & Butler at Indian Hill, Ih Th 
American Heating & Plumbing Co. will install the 
plumbing. 

(;eorge Backus, 7120 Bowles Avenue. will install th: 


plumbing in the $60,000, one-story garage to be built for 
M. Robinson, at 6702 Dorchester Archt. Z. Erol 
Smith, 305 East 55th Street, is preparing the plans. 
Architect L. M. Mitchell, 35 North Street, is 
preparing the plans for a $100,000, three-story apartment 
built Dorcheste: 


Avenue. 
Dearborn 


building to be for I. Carson at 5037-39 
Avenue. 
Other Cities in the State. 


The Sulphur Lake Hotel at the little town of Wedron. neat 


Ottawa, is building an addition to cost between $75.000 and 
$100,000. 
John W. Clegg, of the John W. Clege Plumbing Co., of 


Ottawa, has purchased about half a block next to the Zeller 
Inn, and expects to build a large cafeteria and a large mod- 
ern building to house his plumbing and electrical business 
The Western Clock Co., 
to its factory, 300x500 ft. 
Wm. A. Schmoeger, of Peru, has just completed a $6,000 


plumbing contract at the Center School. 


of Peru, is building an addition 
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New York _ 


New York and Vicinity. 
Henry J. Saltsman, of Third Avenue, Manhattan, is doing 
the plumbing work in a ninety-two family apartment build- 





ing at Grand Concourse and Fordham Road, and similar 
work in a seventy-nine apartment building in the Bronx for 
fom Waters. 

Rowan & Maliphant, of the Bronx, have secured the con- 
tract for the plumbing work in two large new apartment 
buildings; one at Creston and Burnside Avenue for 119 
families, and another for ninety-nine families at 2411 Cres- 
ton Avenue 

Wells & Newton, of Manhattan, are completing the plumb- 
ing work in the new New Hampton Reformatory at New 
Hampton, N. Y., on which their force has been engaged for 
the past two years. 

R. Tully, of the Bronx, has the contract for the plumbing 
work in a 160-apartment operation in Long Island City. 

John A. Sharp, of Manhattan, is doing the plumbing work 
in a new building of about fifty apartments on the Concourse 
in the Bronx. 

Marcus & Barkin, in the Bronx, are installing the plumb- 
ing in a number of new apartment buildings there. One 
at Creston Avenue and 197th Street for forty-six families 1s 
near completion, another, just started, at 184th Street and 
(reston Avenue, has forty-two apartments 

Sam Minskoff, of the Bronx, is doing the plumbing in a 
thirty-family apartment building at Amsterdam Avenue and 
188th Street, in a 125-family apartment at Tremont and 179th 
Streets, in an eighty-family operation at University Avenue 
and 183rd Street, and he also has a large job at 1049 Park 
Avenue. 

Pollock & O'Neil, of Upper Broadway, Manhattan, are in- 
stalling the plumbing in a large new apartment building at 
Riverside Drive and 158th Street, one of forty-five apart- 
ments at 104th Street and Amsterdam Avenue, and another 
for Axelrod at 42 West Sixty-eighth Street. 

Oyster Bay. 

R. E. Doran, of Oyster Bay, has a number of good con- 
tracts on his books for modern bathroom installations. 

B. H. Powers, of Oyster Bay, is remodeling the plumbing 
and heating in a residence in Brookville. 

Thos. A. Baldwin, of Oyster Bay, has secured contracts 
for remodeling the plumbing in several residences. 

H. G. Vail, of Oyster Bay, is remodeling the heating sys- 
tem in the Roosevelt residence. 

Whitestone and Vicinity. 

A. C. Dare, of Whitestone, has been awarded the contract 
for plumbing and heating installations in a new residence 
for R. Hottinger. He will also install the plumbing in W. 
Wellen’s residence. 

W. H. Beebe, of Whitestone, is remodeling the plumbing 
in several residences. 

W. Hock, of Averne, has secured the contracts for plumb- 
ing and heating installations in 190 bungalows and in 12 
new houses in that city. 

Flushing and Vicinity. 

Stephen Thorpe, of Flushing, has been awarded the con- 
tracts for installing plumbing in twenty-eight new houses in 
this city. 

John J. Kelly, of Flushing, has secured a $7,000 contract 
for remodeling the plumbing in a large residence. 

John H. Sluus, Flushing, will remodel the heating in a 
building for James Bunting. 

D. T. Hendrickson, of Flushing, recently completed the 
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installation of modern plumbing in several residences in this 
city. 

Frank Seckler has recently opened a plumbing establish- 
ment in Flushing and has secured contracts for plumbing 
and heating installations in the residences of D. Master, 
J. J. Stanfield and John Hennesey. 

Paul F. Brogan, of Flushing, will install the plumbing in 
two houses in this city. 

James J. Daly, of Flushing, will install the plumbing and 
heating systems in ten new houses for the McGrevy Estate. 

James R. Duncan, of Flushing, will remodel the plumbing 
and heating systems in the officers’ barracks at Fort Totten. 

Other Cities in the State. 

H. P. Gauvey has recently opened a plumbing and heating 
business in Elmhurst, and already has a number of fine con- 
tracts on his books. 

Thos. F. Swain Co., Inc., of Forest Hills, will install the 
plumbing in twenty-two houses for the Sage Foundation 
Housing Co. 

H. L. Seaman has recently opened a plumbing and heating 
business in Port Washington. 

Cc. C. Boyd, of Wesburg, has been awarded the contract 
for plumbing and heating installations in a new residence 
for Mrs. C. P. Norcross. He will also install the plumb- 
ing in twelve other new houses. 

F. M. Jones, of Mineola, has recently remodeled a large 
number of bath rooms. 

Streator Bros., of Hempstead, have secured contracts for 
plumbing and heating installations in eleven new houses. 


Pennsylvania 


y) 






Pittsburgh and Vicinity. 

The McFadden & Craig Co. was the successful bidder 
for all plumbing work and material for a double duplex 
residence building and two garages, jon Callowhill and 
Negley Avenues. 

Barnes & Clark have the contract for the heating installa- 
tion in a new grade school building at Niles, O., which was 
recently awarded by Thayer & Thayer, New Castle, Pa. 

Secretary E. M. Tate, of the Builders’ Exchange, re- 
ports many reservations for the Builders’ annual banquet 
schedtiled for Thursday, December 11th. The principal 
speakers for the occasion will be the Hon. James B. Weaver, 
of Latrobe, Pa., state senator from Westmoreland county ; 
Walter Gordon Merritt, of New York, and Edgar L. Guest, 
the poet. Popular song singing will be led by Will Davis 
and music will be furnished by a well known orchestra. 
Five firms have already arranged for the distribution of sou- 
venirs, and all members have been invited by the Secretary 


Rhode/é ‘sland 


New plumbing ordinances have been adopted by the city 
government of Newport, R. I. They were prepared under 
the direction of Plumbing Inspector Carney. The new ordi- 
nances will be much the same as the old with additional pro- 
tection for public health and for the plumbers, according to 
Mr. Carney. Some slight changes were made in the code 
as submitted before it was finally adopted by the city coun- 





cil. 
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frederick W. Murphy, assistant plumbing inspector of 
Hartford, is considered the logical choice for inspector to 
nll the vacancy due to the recent death of Inspector John 
H. Maloy, and several persons have announced their candidacy 
for Mr. Murphy’s place as assistant. Frederick W. Barrett, 
building supervisor, will make the appointment. 

A final certificate of dissolution has been filed with the sec- 
retary of state at Hartford by the Edward J. Ryan Plumb- 
ing Corporation of New Haven. 

Contracts recently have been awarded for an addition to 
the nurses’ dormitory at the Waterbury hospital. The Bar- 
low Bros. Co., of Waterbury, will do the plumbing, and 
M. J. Daly & Sons, Inc., will install the heating and sprink- 
ling systems. 


Massachusetts 








Boston and Vicinity. 

President William H. Sullivan, of the Massachusetts State 
Association of Master Plumbers, with the help of the mem- 
bers of his board of directors, is conducting an® active cam- 
paign for new members which is showing good results. Presi- 
dent Sullivan has written a personal letter to every mem- 
ber of the state association enlisting their aid in swelling 
the membership roll, and in addition he and his lieutenants 
have addressed meetings of many local associations to arouse 
interest in the state organization's work. An especially 
active campaign is being waged in the western part of the 
state. In Springfield the local association has been revived 
and much enthusiasm is reported, and new associations are 
being formed in other sections. Plumbers in all parts of 
the state are unusually busy with prospects of a good win- 
ter ahead, and while this has resulted in some instances in 
lack of time for the customary association activities, local 
organizations generally report well attended meetings and 
much interest. Several of the locals will hold their annual 
meetings and election of officers this month and next. 

Ingalls & Kendricken, of 47 Bowker Street, Boston, have 
the contract for plumbing and heating in the eight-story 
office building being erected on Washington Street, in 
“Newspaper Row” for the “Boston Globe.” 

An order providing for an increase in the salary of the in- 
spector of plumbing is before the city government of Everett. 
Under the city ordinances no action can be taken until after 
January 1st, but it is expected that a change in the salary 
will be made then. 

A. Kendall, of Chelsea, has the heating contract, and J. 
McLellan, of Belmont, the plumbing contract on a new 
$12,000 residence in Waverly for F. J. Drew. The same 
concerns have similar contracts for a new house for O. P. 
McLellan, also in Belmont. 

The Metal Products Co., recently incorporated, has leased 
a building at the corner of Spring and Federal Streets in 
Newburyport. 

Bids for the proposed new Machon school at Swampscott, 
opened recently, were found to exceed the available appro- 
priation, and new bids have been asked for, to be opened 
December 11th. The Coombs-Herbert Power Co., of Pea- 
hody, was the lowest bidders for both plumbing and heating 
and ventilating. For plumbing the company’s bid was $4,800 


















































DOMESTIC ENGINEERING 503 


and for heating and ventilating $6,200. Seven Boston con- 

cerns entered bids for the heating and ventilating, but all 

were much higher than that of the Peabody concern. There 
were only two bidders for plumbing alone. 

W. G. Cornell & Co., 334 Shawmut Avenue, Boston, have 
a number of large contracts in the cities of Sanford, Marne, 
New Bedford, Mass., New Markets and Nashua, N. H., to- 
gether with a large number of contracts in Boston. James 
A. Cotter, Boston Manager, reports an exceptionally good 
year with very bright prospects for the coming one. 

Daniel Shannon, 68 West Deaham Street, Boston, one of 
the oldest master plumbers in the city, whose grandson, 
l'rank Shannon is perpetuating the name as a sanitary en- 
gineer on State Street, reports a very good business with 
many fine contracts on his books. 

Robert Robertson & Co., Beverly, have recently purchased 
the three-story factory building at 220 Routoul Street, and 
have arranged elaborate show rooms and offices making this 
establishment one of the finest in the state. They have 
recently secured the $32,000 pumbling and heating contract 
at the “New Golfer’s Paradise” at Moultonboro, N. H., and 
other large contracts. 

Salem. 

Dupuis & Shea, 66 Lafayette Street, Salem, have been 
awarded the plumbing and heating contracts on the new 
Rial Side School in Salem and the contracts for plumbing 
in four new residences in the city and vicinity. 

Driscoll & Co., 79 Washington Street, Salem, have been 
carrying on an extensive advertising campaign through the 
daily newspapers and on bill boards. As a result they are 
securing a large amount of new business that Mr. Driscoll 
claims more than justifies the expenditure. He has novel 
and original cuts, and builds his advertising copy on quality 
of service and workmanship with service. He has sufficient 
work on this books at the present time to keep him busy 
for several months. 

A. M. Hawkes, of Salem, has been awarded the contract 
for the installation of plumbing and heating systems in the 
North Reading Sanitarium, North Reading, Mass. He will 
also install plumbing in A. C. Lawrence’s new machine shop 
at Peabody, and the heating system in the Liberty Restau- 
rant in Salem. 

New Bedford and Vicinity. 

Jeremiah Coholan, 703 So. Water Street, New Bedford, 
will install modern plumbing in the Nashawena Mills, also 
in the $30,000 residence of C. A. Gould. 

Ernest Margeson, 1650 Purchase Street, New Bedford, 
has taken over the plumbing business, formerly owned by 
Thomas P. Knowles. He has secured a number of fine con- 
tracts, among them being the plumbing and heating in- 
stallations in two apartment houses, three garages in the 
city and six residences at Fairhaven 

James F. Murphy, 436 Pleasant Street, New Bedford, is 
installing the plumbing at the Achshnett Mills, remodelling 
the plumbing in the sharp Mill Rubber Factory Co., and 
the plumbing and heating in the Quaker Inn. 

Herbert C. Reynolds, Wing Street, New Bedford, is in- 
stalling heating and four modern bath rooms in the Ivers 
House on Clinton Street, the plumbing and heating in Jo- 
seph Bryden’s residence at Fairhaven and in 10 cottages in 
Fall River. 

William Hamel, 915 Ascushnet Street, New Bedford, will 
install the heating in the Bailey Square Hotel, the plumb- 
ing in the Cohen Theatre Building, and remodel the plumb- 
ing in the Old High School 

Chas. Maxwell, of New Bedford, has secured a number 
of contracts for plumbing and heating work in residences 
throughout the city. 

Thos. H. Margeson, 685 Sumner Street, New Bedford, 
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will install plumbing and heating in six new garages and ten 
residences in the city and suburbs. 

Collins & Kennedy, Purchase Street, New Bedford, have 
been awarded the plumbing and heating contracts on the 
New Syrian Church 

loseph P. Reilly, 9 Richmond Street, New Bedford, has 
1s number of fine contracts on his books for plumbing work 

factories and residences in the city and vicinity 

\. R. Tothem, Fair Haven, will install the plumbing and 
ating in two buildings for Byron Pardee. He will also 
nstall the plumbing in twelve cottages in the city. 

The City of New Bedford is at the present time one of 
New England's busiest towns A large modern hotel of 
7) rooms, several new schools and public buildings being 
imong the contracts to be released in the near future. There 

considerable residential work being done, also factory 
xtensions and garages The master plumbers of the city 
ir’ enjioving a busimess the like ot which New Bedford 
Nas not seen tor many years 

\ueustus Smith, 1236 Purchase Street, Fall River, has 
been awarded the contract for heating and plumbing installa- 
trons in 12 cottages in that city, and a considerable amount of 
work om the remodelling line. 

Other Cities in the State. 

Che agitation for a public convenience station in Quincy 
Square, Quincy, has.» been renewed. “The Quincy Telegram,” 
irging early action by the city government, points out that 
many communities of much less population have such sta- 
tions and declares the proposition is one which should be 
Kept constantly in the foreground. 

Nolan & Hebert, of Pittsfield, have been awarded the con- 
tract for plumbing in the new Pontoosuc School in that 
ity, a $9,950 job. 

The ©’Leary Plumbing Co., of Holyoke, has purchased 
property adjoining its establishment on Division Street and 
plans to erect a two-story brick building to care for its 
vyrowing business 

Wood. Brightman & Co... New Bedford, have been awarded 
the contract for plumbing in new lavatory towers, being 
erected at the plant of the New Bedford Spinning Co. 

Humphrey & Fitzgerald, 18 School Street, Marblehead, 
ire. doing a considerable amount of remodeling work 1n 
mills and residences in Marblehead and_ vicinity in the 


plumbing and heating line. 
) * e 
Michigan 


Detroit and Vicinity. 


his city is sweeping ahead at such a rate in the build 








ny line that records have become so accustomed to out 
distancing their previous totals that they cease to attract 
much attention lo illustrate, the first six months of the 
present vear showed a total of new construction ot 
$24,961,995, and July added $8,079,915. It was estimated 
it the beginning of the year that building operations 
would exceed $50,000,000, and this figure will surely be 
passed. During the past two weeks a vast amount ot 
new buildings have been planned, and contracts let. The) 
include all types—factories, garages, school buildings and 
apartments. 

The plumbing and heating systems for the large du 
plex, owned by W. W. Fry, are being installed by R. P. 
Peckman, and F. W. Scheer, respectively. 

A large apartment building, containing 25 suites, at the 
orner of McGraw Avenue and West Grand Boulevard, 
in course of erection, the plumbing and heating con 


i> 


tracts having been awarded to Weinberger & Co. 
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Contracts have been let by George V. Pottle on a large 
store, theatre and bank building, to be located on Lin 
wood and Virginia Park. The plumbing and heating 
work will be done by Robert Ade, of Detroit. 

Smith, Hinchman & Grylles this week let the general 
contracts on a large steel addition to the main building 
for the Fisher Body Corporation to H. G. Christman & 
Co., and for a new factory and extensive alterations tor 
the Hupp Motor Car Co., located in Jackson, Mich., to 
I-verett Winters. Plumbing and heating contracts have 


~ 


i 


not vet been awarded. 

C. H. Beckett let contracts on a two-story reinforced 
brick and stone garage building to be located on Cass 
Avenue, near Davenport Street for F. J. Tower. The 
plumbing and heating contracts have been awarded J. | 
Davis & Sons Co. 

Plumbing and heating contracts on a two-story brick 
and stone structure, to be used for stores, restaurant and 
flats on Grand River Avenue, near Vinewood, have been 
let to Ralph Peckham. 

Albert Kahn has awarded the plumbing and heating 
contracts on a two-story reinforced concrete service and 
garage building on Ledyard Street, near Second Avenue, 
to the Pettlekow Plumbing and Heating Co. 

Plumbing, heating and ventilating contracts, to the 
amount of $14,126, have been awarded to Irvine & Meier, 
by the Detroit Board of Education, on additions to the 
\lger school building. 

Andrew J. Clubb, Jr., has awarded the plumbing con 
tracts, on a two-story brick and stone store building, 
located on Westminster Avenue near Delmar Street, for 
Henry Freidman, to Asche & O'Dell. The Rogers Heat 
ing Co. secured the heating contract. 

I-sselstyn Murphy & Hanford have awarded the plumb 
ing and heating contracts on a one-story steel factory 
building, to be located on Clay Avenue, for the Fibre 
Package Co., to R. H. Spitzley. 

The Bruce Heating & Ventilating Co. have been 
awarded the heating contract, and J. J. Davis & Sons 
Co., the plumbing contract on the two-story, 20-room ad 
dition to the brick and stone school building known as 
the Oakwood school. 

I. I. St. Aubin has secured the plumbing and heating 
contracts on a large three-story brick and stone building, 
to be used as a Chinese restaurant, on Woodward Ave 
nue, near Brady Street. 

W. J. Wilson & Catto have awarded the plumbing and 
heating contracts on a four-story, brick and stone 40- 
suite apartment, located on John R. and Alfred Streets, 


to the Bufe Plumbing & Heating Co. 





Cleveland and Vicinity. 
building permits have been issued during the latter part 
of November for some large factories, a $400,000 hotel, a 
million-dollar cold storage warehouse, and numerous stores, 


apartments and homes. 

The Weiss Plumbing Co., 1111 Bolivar Avenue, has se 
cured the contract to install the plumbing in the 17-suite, 
$90,000 apartment building being erected on Superior Avenue 
near Euclid Avenue, by the East Cleveland Corner Co., from 
plans prepared by Architect A. F. Janowitz, Permanent Build- 
ing. 

Harry Stiller, 3214 Prospect Avenue, has the contract to 
install the heating and plumbing equipment in the $75,000 
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foundry and machine shop being erected by W. K. Smith at 
16601 Euclid Avenue. 

Melvin Jones, 1175 Lakewood Road, will install the heat- 
ing equipment in the $20,000 residence being built for J. H. 
Reichart at 2666 Endicott Road, Shaker Heights. 

Ben Kahn, 10628 Greenlawn Avenue, has secured the con- 
tract to install the plumbing in the $10,000 Colonial resi- 
dence that will be built on St. James Parkway, Cleveland 
Heights, by Nelson J. Arend 

Oscar & Eirstein, 10103 Parkgate Avenue, will install the 
plumbing in the $13,000 two-family residence at 1714 Coventry 
Road, Cleveland Heights, being built by M. Cohn. 

Sullivan Bros., 12427 Superior Avenue, will install heating 
and plumbing equipment in the $10,000, two-family residence 
at 1764 Lee Road, Cleveland Heights, which is being erected 


by W. H. Way. 





Macon and Vicinity. 

Schwartz & Phaul, of Macon, will install the plumbing, 
and the Ideal Heating & Plumbing Co., also of Macon, 
the heating system in the Fort Hawkins school at East 
Macon. The latter company will also install the plumber 
in C, J. <sodwin’s residence in Marshallville, Ga. 

Central Georgia Plumbing & Heating Co., of Macon, 
has secured the contract for installation of bathtubs, 
sinks and closet combinations in 350 houses for the Bibb 
Manufacturing Co., Macon, Ga., one of the largest textile 
manufacturing establishments in the Southeast. 

Architect P. E. Dennis, of Macon, has plans and speci 
feations out for bids for a hotel building at Eatonton, 
(ya. 

Atlanta and Vicinity. 

Farrell Heating & Plumbing Co., Atlanta, is complet 
ing its plumbing and heating contract in the apartment 
building being constructed for C. C. McGhee. 

Gresham-Jackson Co., Atlanta, is completing the con 
tracts for plumbing and heating in the apartment build 
ing of Fitzhugh Knox, one of the handsomest buildings 
of its kind in the city. 

The contract for plumbing in the apartment of Mr 
McKenzie is in the hands of the Farrell Heating & Plumb 
ing Co., Atlanta. 

Architect S. D. Trowbridge, of Atlanta, has plans and 
specifications prepared for the residence of Mrs. W. E. 
Burnett, Spartanburg, S. C. 

Fletcher H. Burke has recently opened offices at 503 
Healey Building, Atlanta. Mr. Burke was formerly lo- 
cated in Buffalo, N. Y., where he had considerable experi- 
ence in heating engineering work and was recently in 
charge of designing and of laying out heating plants for 
the construction division of the army at Washington, 
D. C. 

Farrell Heating and Plumbing Co. will install the plumbing 
in a garage on Peachtree Street and in the new dental par- 
lors of Dr. T. P. Hinman in the Fourth National Bank 
Bide. 

C. W. Baxter Plumbing Co. will install modern plumbing 
in two apartments for FE. M. Kirk on Jackson Street, seven 
residences for McBurney & Howard. He will also install a 
vapor heating plant in the residence of Dr. Avery, 87 Park 


Avenue. 
The Peachtree Plumbing Co. will install plumbing in the 
home of C. E. Cresse on Piedmont Road. 
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lhe Gato Co. will erect a Cigar factory at Key West, to 


cost about $85,00Q 

Fast Coast Hotel Co. is erecting a five-hundred room 
hotel with all modern plumbing equipment. Plumbing and 
heating contracts have not yet been awarded. 

B A Wall. of West Palm Beach, 1S erecting a $10,000 store 
and residence building. 

October permits for new buildings in Jacksonville amount 
ed to $255,250 

Che city of Tampa will soon comprise seventy-tive per cent 
more territory which will necessitate the extension of the 
plumbing system, and installations of plumbing systems in 


many houses. 








Kentucky 





Louisville and Vicinity. 

Although there 1s no great amount of new work out of 
any size this fall there is a considerable amount of residence 
construction and small work underway, and due to mild 
weather new permits are being taken out rather rapidly 
However, shortage of structural steel, metal lathe, reimrorc 
ing steel, and other material will probably hold back most 
of the larger construction work for the next few weeks, 
as big work is of fire-proof construction, and fire-proof 
materials can not be had due to the steel strike 

The coal strike is now threatening the general building 
trades. The big plant of the Kosmos Portland Cement Co., 
laid off 250 men a few days ago, and closed its plant. The 
Henry Vogt Machine Co., Kentucky Wagon Mfg. Co., Louis 
ville Varnish Co., and many other big concerns are short of 
coal and facing trouble, while more than three brick plants 
are closed down, i ‘id not turning a wheel. Several of the 
lumber plants are in danger of closing down if the situation 
does not improve. 

Announcement has been made that work will start on the 
new million dollar cold storage plant of the Frank Fehr 
Brewing interests in the spring. This will be the biggest 
job probably of the year in Louisville from the metal work 
ing standpoint, as there will be a great quantity of pipe fit 
ting, refrigeration and general pluntbing and steam fitting 
work required on the job. 

It has been announced that bids will be taken on December 
10th for the new Federal Hospital at Dawson Springs 
which will consist of twenty or more modern buildings, at 
a cost of nearly $2,000,000. 

Work has started at Frankfort, in tearing down the re 
mains of the old Capitol Hotel, and the new company ex- 
pects to ask for bids within a few days on the new building 

i S. Schardein, of F. S. Schardein & Sons, reports that 
his firm is very busy on a number of small jobs, but hasn't 
any big contracts on its books at the present time. 
lacob L. Isaacs has received a fine plumbing contract or 
a large residence which will shortly be erected at Crestwood, 
Ky., about twenty-five miles from Louisville on the LaGrange 
Interurban. 

W. H. Matlack reports a very active fall on small job 
hing work, but no big work of moment He believes that 


Louisville will be very busy next spring. 
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The contract for the installation of the plumbing system 
at the Broad Ripple School has been awarded to the Cotton- 
Wiebke Co., of 1720 East Tenth Street, Indianapolis. 

The firm of O. E. Toelle & Co., of 116 South Fifth Street, 
Terre Haute, has been awarded the contract for the installa- 
tion of the plumbing system in the new automobile sales 
building that is to be erected for the Nichols Motor Co. 
The heating contract was awarded to Wissell & Christman, 
1402 Wabash Avenue, also of Terre Haute. 

W. H. Hartley, of Wabash, was the successful bidder for 
the plumbing contract on the new $80,000 factory and office 
building to be erected for the Cardinal Cabinet Co. The 
heating contract was awarded to W. H. Johnson & Son 
Co., ot 330 East St. Joseph Street, Indianapolis. 

The plumbing and heating contracts on the new addition 
to the Citizens Savings & Trust Co.’s building, at Marion, 
have been awarded to Louis Pfefferle, of 411 South Boots 
Street, Marion. 

W. A. Lesch, of 45th and Connecticut Streets, Gary, has 
received the contract for the installation of plumbing sys- 
tems in ten new residences that are to be erected on Vir- 
ginia Street, between Thirty-eighth and Thirty-ninth Streets, 
for the Indiana and Illinois Land Co. 

Hf. N. Leykauf, of 1325 Union Street, Fort Wayne, was 
the successful bidder for the plumbing contract on the new 
$6,000 residence to be erected at Federal Park Place for the 
Federal Building Co. 

W. Shama, of 1406 Meridian Street, Anderson, has been 
awarded the contract for the installation of the plumbing sys- 
tem in the new service station that is to be erected at Eighth 
and Jackson Streets for Frank Brock. 

The plumbing contract on the new $12,000 residence to be 
erected at Hammond for Judge V. S. Reiter, has been 
awarded to J. A. Donaldson, of 287 Sibley Street, Hammond. 

Harry Newman & Co., of 511 South Fourth Street, Evans- 
ville, have received the contract for the installation of plumb- 
ing and heating systems in the new two-story brick school 
building that is to be erected at Claremont, Ill. The firm 
also has the plumbing and heating contracts on the $20,000 
residence and garage to be erected in Evansville for Isaac 
Strouse. 





St. Louis and Vicinity. 

That the Master Plumbers’ Association of St. Louis is 
deeply interested in the work of the National Trade Exten- 
sion Bureau was clearly demonstrated at the meeting of the 
Association on Monday, November 24th, as there was stand- 
ing room only at the meeting, every member being present 
to hear what Wm. J. Woolley, manager of the National 
Trade Extension Bureau, had to say on the subject of Trade 
Extension and the possibilities for the production of busi- 
ness that can be developed through the co-operation of all 
the plumbers throughout the country. The plumbers of St. 
Louis were particularly impressed with the plan he out- 
lined for working up prospects and securing business 
through the development of their salesmanship. His treat- 
ment of the subject of the show-window as a means of 
attracting business to the plumber was very concise and in- 
structive, and a great rivalry will be developed between the 
plumbers in their efforts to produce the most attractive 
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show-window. The general mpression that the Trade Ex- 
tension Idea is only beneficial to the small town and city 
was corrected and as a result of Mr. Woolley’s visit all the 
plumbers in the city are resolved to work along progres- 
sive lines and double the amount of business they have been 
accustomed to do each year. 

The Dierner Plumbing Co., 2701 South Broadway, has 
been awarded a contract to install the plumbing in the $800,- 
000 factory and sales room in the new industrial belt, near 
Union Boulevard and Natural Bridge Road. The heating 
contract has not been awarded as far as could be learned. It 
is said that the plumbing work awarded the Dierner com- 
pany will run in the neighborhood of $50,000. 

The plumbing contract for the $200,000 factory being 
erected for the St. Louis Metalware Co., at Natural Bridge 
Road and Goodfellow Avenue, was awarded to the Valent 
Plumbing Co., 9 North Eighth Street. 

The Hunt Plumbing Company, 1512 North Grand Avenue, 
was low bidder for the plumbing contract in connection with 
the erection of a one-story-and-basement factory at 1820 
Morgan Street for National Bedding Co. 

The McLundie Plumbing Co., 5755 Easton Avenue, has 
been awarded the plumbing contract in connection with the 
erection of a two-story-and-basement factory for the Loy 
Lange Box Co., at Third Street and Russell Avenue. The 
same company secured the plumbing contract on a factory 
being erected for the Glueck Box Co., at Twenty-second and 
Division Streets. 

The plumbing in connection with the erection of a one- 
story factory and salesroom at 2722-24 Pine Street, for the 
Blue Valley Butter Co., has been awarded to the Moore 
Plumbing Co., 618 Taylor Avenue. 

J. F. Corrigan, 2511 St. Louis Avenue, has been awarded 
the contract for plumbing on a $19,000 residence to be 
erected at 4551 Holly Avenue for Henry Andrew. 

Another plumbing contract, awarded to the McLundie 
Plumbing Co., is on a $16,000 residence under construction 
in Ames Place for George Sokel. 

A building permit for the erection of a $240,000 factory 
and warehouse building at Union and Brown Avenues has 
been obtained by the National Lamp Works. It is to be a 
three-story brick structure with a frontage of 162 feet and 
a depth of 179 feet. The plumbing contract has not been 
awarded, it is said, and the general contractor has not been 
announced. 

The Hallew Investment Co., for the A. D. Gates Con- 
struction Co., has obtained a permit for the erection of a 
$200,000 sales and service building, at 2805 Locust Street, 
which will be occupied by the Auto Sales and Service Co. 
It will be a four-story brick structure. 


Wisconsin 











Milwaukee Builds Bungalows to Beat Rent Boosts. 

“Milwaukee plumbers have done more business in six 
months this year than they ever did before in twelve,” 
said George R. Stolz, city plumbing inspector of Milwau 
kee. “Of course,” he continued, “during the war there 
was very little home building, but shortly after it ended 
the housing shortage began to be felt and then came big 
boosts in rent. Something had to be done, for not only 
had building failed to keep pace with the natural increase 
in city population, but there was and still is a great dea! 
more traveling, which increased the need of transcient 
housing. Then, too, people in general, particularly the 
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working classes, are making much more money and will 
no longer be satisfied with the cramped quarters which 
many lived in before the war. 

“Building seemed almost out of the question on account 
of the unusual increases in materials and labor costs. 
However, some of the real estate men realized building 
had to be done no matter what the cost might be, and so 
they hit upon the plan of building bungalows. As the 
first ones were completed they were bought up quickly 
which encouraged the real estate men to build on a larger 
scale until up to the present time, at least a thousand have 
been built. They are of all sizes and styles of architec- 
ture. There are three, four, five and six room bungalows, 
and a few of seven and eight rooms. The average, how- 
ever, is six rooms, and the prices run all the way from 
two or three thousand dollars to seventy-five hundred 
dollars. This, of course, includes the cost of the lot. 

“Naturally most of these buildings are in suburbs where 
the land values are not so high. These suburbs are con- 
nected with our city water system, most of them having a 
large meter which registers the entire amount of water 
used by the whole village. 

“This large number of new buildings together with the 
extensions of the water and sewage systems has resulted 
in an unusually heavy year in plumbing, limited only by 
the shortage of labor and material. How long the build- 
ing of bungalows will continue, it is impossible to even 
guess at, but it is not likely to end until the acute short- 
age of housing is pretty well taken care of, and a point of 
something near stability has been reached in the ma- 
terial and labor market.” 


Other Cities in the State. 

Ryan & Long, Appleton, have commenced work at the 
Sherman House, where remodeling and additional plumb- 
ing, to the extent of $4,000, is to be done. 

Wm. Wenzel, Appleton, has secured the contract for 
the plumbing in ten new houses in Menasha to be con- 
structed by the Menasha Home Building Association. He 
is at work at the present time on a contract for the 
plumbing in twenty houses at Neenah. He also has a 
contract for putting in showers, sinks, and toilets, to the 
extent of $5,000, in the second and fourth ward schools 
of Appleton. Mr. Wenzel sells garage heaters and finds it 
a very profitable sideline. 

Wm. J]. Hood, of Green Bay, has secured the contract 
for the plumbing in the McCormack Memorial Home, 
which will amount to about $13,000. 

Edward Garot, of Green Bay, will do the plumbing in 
the Indian Packing Co.’s new plant. This is a $15,000 
job. 

Otto Schoeller, of Milwaukee, has just opened a plumb- 
ing and heating establishment on Cedar Street in Sturgeon 
Bay. He expects to carry a line of the most modern 
plumbing goods to be had. He has had thirteen years’ 
experience in the plumbing business in Milwaukee. 











Burlington. 

The Stewart & Hayden Co. has just completed a ten 
thousand dollar plumbing and heating job on the consoli- 
dated school at Huron. A number of consolidated schools 
are to be built in this part of the country next year. It 
is estimated that at least one thousand closets must be in- 
stalled in this city alone, before July, 1920, in order to 
comply with the new state housing law. 
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The “Perfection” 
Adjustable Floor Sleeve 


is made to stand the test. It conforms to 
every requirement of fire ordinances, is 
thoroughly practical, allowing free circu- 
lation of air between the pipe and sleeve. 


No. 1 is adjustable from 10 to 16 inches 
and No. 2 from 14 to 24 inches—also 
made in shorter lengths. 


This sleeve can be pushed straight up 
or down, or rotated to right or left to 
secure the length required. 


Made of either heavy sheet tin, or gal- 
vanized iron, as ordered. 


The sleeve you will always use after 
giving it a trial. 


We are now making five (5) kinds of 
floor sleeves, with or without floor and 
ceiling plates. 


Send for our complete catalog, prices 
and discounts. 


The Beaton & Cadwell Mfg. Co. 


NEW BRITAIN, CONN. 


New York Office and Store, 234 Water Street. 

Western Representative—Harry Verbeek Co., 208 N. 
Wells St., Chicago, III. 

Southern Representative—P. C. Abbott, Richmond, 


a. 

Bastern Canadian Representative—J. R. Devereux 
& Co., 368 Beaver Hall Square, Montreal, Quebec. 

Western Canadian Agents—A. E. Hinds & Co., Galt 
Bidg., Winnipeg, Canada. 

Pacific Coast Representative—Wm. P. Horn & Co., 
Rialto Bldg., San Francisco, Cal. 

Wm. P. Horn & Co., 711 Deekum Bidg., Portland, 
Ore. 

Wm. P. Horn & Co., 301 Kerckhoff Bidg., Los 
Angeles, Cal. 

Joseph G. Walsh, 323 Reliance Bidg., Kansaa City, 
Mo. 
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Your customer may not know 
the SPEAKMAN NAME but he 
will appreciate Speakman quality 











He will be guided largely by what you 
suggest. The first time, the name 
Speakman may not mean any more to 
him than Smith, Brown, or any other 
name. 


After he has followed your advice and 
installed Speakman fixtures he will 
know that you are a plumber on whose 
word he can rely. He will know Speak- 
man quality and always buy fixtures 
bearing the name. 


Speakman Unit and 
Unit-Acto Lavatory Fixture 











H2276 


H-2276 has solid china cross-arm handles, 
china escutcheons; nozzle is raised and 3% 
inches long. Acto Pop-Up waste with china 
knob. 


We think that our book on fixtures and 
showers is the most complete ever issued. 
If you haven’t it we will send you a copy 
upon request. 


Speakman Company 


WILMINGTON, DELAWARE 
50th YEAR 








December 6. 19) 


California 


San Francisco and Vicinity. 
Che agitation for better housing facilities is expected 





result in more winter construction in this vicinity than usual. 
providing the weather will permit such work. Many houses 
are in progress here around the bay, and plans are in prepa 
ration for others in large numbers, the erection of whicl 
will start at the earliest possible date. Plumbers have bee: 
quite busy and the amount of work in sight augurs well fo: 
continued activity. 

Thos. F. Mulcahy has been awarded the contract for plum! 
ing, roofing and other work on a one-story brick buildin, 
at Pacific and Stockton Streets. The contract amounts t 
$7,500. 

The Oregon Building, on the Marina, which was erecte 
for the Panama-Pacific International Exposition, 1s to be 
made over by the War Department into an elaborate arm, 
club house. An indoor swimming pool is to be one of the 
features. 

Plans are being prepared in this city for a_ three-stor 
apartment house to be erected in Fresno by John Manning 

Other Cities in the State. 

The Board of Supervisors have adopted plans and specifica 
tions for two modern and commodious comfort station build 
ings to be erected in the court house park at Fresno. The 
estimated cost of the structures, completely equipped, 
$25,000. 

Story Bros. will erect a 13-story building on Spring 
Street, north of the Union Oil Building, Los Angeles. There 
will be 325 rooms in the structure. 

Working drawings have been completed and contracts w1!! 
soon be let for a municipal bathhouse at Colusa. 

Work is to start shortly on an addition to the High Schoo! 
in Los Gatos, which will cost about $60,000. 

Plans are being drawn for the swimming pool in Rooding 
Park, Fresno. It will be 400 feet long and 50 feet wide. The 
cost is estimated at $13,000. 

Harry Stewart and Harry Thompson have leased the 
building at 1931 First Street, Selma, and will open a plum! 
ing shop under the firm name of Stewart & Thompson. 

Bids have been called by the Board of Trustees for fur 
nishing all labor and material for installing cast iron wate: 
pipe from the stills of the Standard Oil Refining Company to 
the plunge of the El Segundo school at Mariposa and Con 
cord Streets, El Segundo, including the erection of a con 
crete filter, etc. 

Plans are being prepared for improvements to be made 
at Byron Hot Springs, which will cost about $100,000, 1 
cluding the erection of a two-story frame hotel, garage, en 
larging the swimming tank and building a new club house 

Bids are being taken for the construction of an additio: 
to the Lindsay school, Fresno, including a tank tower and 
the installation of an electric pumping plant. 

T. Nicholas and L. G. Fabing, who recently succeeded 
W. R. Smith in the plumbing and tinning business at Lom 
poc, have moved the shop to a new location in I Street. 

By a unanimous vote the City Commission of Sacra 
mento passed Commissioner G. C. Simmons’ plumbing ord: 
nance, which does away with the plumbing board of th 
City Health Department and the necessity of a plumber s¢ 
curing a license before he can do any work in the city. Th 
State law is now relied upon to protect the city agains’ 
poor plumbing. 

The sum of $350,000 will be spent on school buildings at 
Modesto. Bids will be called immediately for work on t! 
high school addition, which will cost $164,000. 
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Seattle and Vicinity. 

With building construction representing $2,500,000 now un- 
der way and an additional $1,000,000 in construction work 
immediately pending, Seattle’s post-war building boom, long 
retarded by labor strikes, is forging ahead with renewed mo- 
mentum. Since the conclusion of the building strike, re- 
cently, construction work representing $3,000,000 has been 
inaugurated by local building concerns. 

The effect of the building strike was felt more strongly 
in the case of the larger building operations than in that of 
residences. Real estate men declare that plans for hotel, 
apartment and business buildings totalling several million 
dollars in value were forced into the discard because of the 
impossibility of financing the projects under the proposed 
wage scale. However, the open shop plan seems to en- 
courage investors to a marked degree, and indications point 
to a building revival of major magnitude. 

The Rainier Valley State Bank, Seattle, will erect a new 
one-story, stone bank building, 71x34 ft., costing $50,000. 
\rchitect V. W. Voorhees, Eitel Building, is preparing the 
plans. 

The Board of Education of Seattle has authorized the prep- 
aration of plans for a high school in the University dis- 
trict to cost $500,000. Authority was given at the same time 
for plans to proceed for a junior high school on 24th Avenue, 
between Alder and Jefferson Streets. 


Other Cities in the State. 

Plans are being made for a number of important business 
buildings in Wenatchee and Walla Walla, and the number 
of new residences has outstripped all records for several 
vears past. 

The Citizens Club, Kelso, will erect a large club building 
from plans now being prepared by Architect F. Manson 
White, Chamber of Commerce Building, Portland. The 
plans will be completed within thirty days. 

The Sisters of St. Joseph of Peace, Wenatchee, have pur- 
chased a three-acre site near the city, on which it is planned 
to building a hospital to cost $75,008. 

The Whitman College of Walla Walla announces that it 
will expend $600,000 on additional structures. Work on 
the new buildings will be begun early in the new year. 

. The G. A. R. Home at Puyallup is to be improved by 
the installation of a new heating system. T. H. Belling- 
ham, of Tacoma, has secured the contract. 

The B. P. O. E., of Aberdeen, is making arrangements for 
the construction of a seven-story hotel building in that city. 

Adams & Flavel, Anacortes, have purchased the Rex The- 
atre and are planning the installation on the street level of a 
large public comfort station. 

Building activities in Yakima continue to make good 
progress, according to figures from the city building depart- 
ment. A large number of new residences are under way or 
planned, and building work has continued unusually late into 
the winter. Plumbing and heating contractors in Yakima 
and vicinity have been exceptionally busy all through the 
fall and early winter months. 

The Spokane Savings & Loan Society, of Spokane, will 
erect a bank structure at 713-15 Sprague Avenue, which 
will be six stories high and cost $200,000. Architect Fred- 
erick Westcott, Spokane, has completed the plans for the 
building, and bids will be called for shortly. The bank 
will occupy the entire lower floor, and the other five will 
be occupied by offices. 

N. W. Morris, Olympia, will construct a modern garage in 
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WILHELMI and MODERN 
Copper Range Boilers 


Unexcelled in design, 
workman- 


does 
a 


[IMPROV ED 
MODERN 


IMPROVED 
WILHELM! 
BOILER material and 
PATENTED ship. 

AUG 2 | ‘ ‘= ng 
apeai is Interior thoroughly 
MAY 23 tinned. 

No iron used in con 
struction. 

Guaranteed against col- 
lapse. 

Always. satisfactory 
You can safely install 
them on your best jobs. 

Order from your jebber. Made by 
Hayes Manufacturing Co. 

Paterson, N. J. 























_ lasting quality and true capac- 
ity use “KOVEN” Pure Iron, 
Double Row  Riveted, Galvanized 
Range Boilers, or NACO Galvanized 
Range Boilers made of open hearth 
steel. These boilers may be bought of 
jobbers everywhere. 








LO. KOVEN & BRO. 
50 CLIFF STREET NEW YORK 





CUT DOWN LABOR COSTS 


und do a better job of pipe cutting with the 


B & B THIN BLADE 
Pipe Cutter Wheel 


Cuts through pipe with little resistance and fewer: 
rr turns of cutter than other makes 
Does not spread metal apart- 
makes a clear, clean cut, reducing 
burr to the minimum, 
evra Made of best tool steel, scien 
tifically tempered, 
Sy GetaB & B Cutter Wheel from 
PRESS | your jobber. Make any test you 






wish. Ask about our positive 
guarantee. 


B & B TOOL & MACHINE WORKS 
519 W. VAN BUREN ST. CHICAGO 
Cutter Wheel Specialists 
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SANSNITTARY 
HPT Lt NMEEBSING, 
FINTUt RES 


DUQJET 


ine representing the most advanced ideas tin Sanita- 
m4 ‘oe of Operation and Ease of Installations. 


Duojet Closete—Flushing Valves—Urinals—Drink- 
at Fountains—Self-Closing Cocks— 
Liquid Soap Fixtures, Etc. 
Manufactured and Sold Exclusively by 
The Imperial Brass Manufacturing Co 
510 South Racine Avenve, Chicago, IIL 
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Raymond Lead Works 
735 So. Washtenaw Ave. 
CHICAGO 


Manufacturers 


LEAD PRODUCTS 


Our LEAD ROOF FLANGES are 
BEST on the MARKET 


Send for prices and catalogs 


MHI Peer Ure tiie 








Gerstein 


Cistern and Riveted 
Pressure Boilers 


can he described in one 
- word— 


Everlasting 





They not only last but give continuous satisfactory 
Service 
Made in any size, pressure or capacity desired. 


Write for details. 


Gerstein Bros. & Cooper 


Coppersmiths 
1-3 W. Third Street So. Boston, Mass, 














Where specifications call for a 
high grade shampoo fixture, you 
: safely install 


The “S & K” 
Rainbow 


("-955 Is one of our latest mod- 
els Quick action A time-saver 
for the operator In ordering 
apecify distance from center of 
cock holes 


Manufactured by 


Street & Kent Mfg. Co. 
549 Fulton Street 
Chicago Illinois 


Eastern Representative: 
J. W. Gannon, 30 Church St., 
New York City. 
Pacific Coast Representative: 
Wm. P. Horn Co., Rialte Bidg., 
San Francisco, Calif. 





C-955 
Basin Cocks 
Quick 
Compression 















Closet Tank fittings sere not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Vaives, Hinges, Flush 
Levers, Etc. 


Morency - Van Buren Mfg. Co. 
Sturgis - - Michigan 
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that city, which will be equipped with a large comfort sta 
tion for women. 

The Court Realty Co., Spokane, plans the construction of 
two apartment buildings in that city, to cost $70,000 eac! 
It is expected construction work will begin on the firs: 


building during December. 

Mrs. Maud L. Herbert, Spokane, plans the constructior 
of an apartment building in that city, to contain 14 apart 
ments of two and three rooms each. 

W. H. Evans is planning to build a modern residence i: 


W inlock. 





0 regon 








Portland and Vicinity. 

The Western Construction Co., of Portland, has awarded 
the contract for the first ten of the sixty modern bunga- 
lows planned, to cost $3,100 and up. The contract for the 
plumbing and heating was awarded to Portland Furnace and 
Equipment Co. 

Chester Murphy, Yelon Building, Portland, who plan 
the erection of a large apartment house in Salem, announces 
that he has commissioned Architect W. C. Knighton, U. S. 
Bank Building, to prepare plans. The structure will cover 
an area of 220x165 ft. and will contain 57 apartments, al! 
equipped with the most modern conveniences. It is esti 
mated that the structure will cost about $100,000. 

Williams & Finnegan, of Portland, have received the con- 
tract for the installation of heating and plumbing in the 
new one-story, 100x200 ft. building to be built at Tenth and 
Couch Streets, for Rodney L. Glisan, at a cost of $30,000. 


Other Cities in the State. 

The Astoria Amusement Co., Astoria, will completely re 
model the Liberty Theatre in that city, adding commodious 
waiting rooms and remodeling the heating system. 

The Osburn Hotel Co., Eugene, plans the addition of 
another story to the Osburn Hotel. Twenty-five of the new 
rooms will be equipped with bath. 

Frank Whitten and L. Meader, of Roseburg, have pur 
chased the old Van Houten House and will convert the 
structure into a modern apartment building. An entirely 
new heating system will be installed, and the plumbing wil! 
be remodeled. 

The real estate firm of Rodman & Darling, Eugene, has 
interested Eastern capital in a plan to expend $100,000 in 
construction of residences in Eugene. A number of homes 
are to be erected. 

W. S. Fleming, Portland, on a bid of $5,410, received the 
contract for the installation of heating and plumbing in 
the new school to be erected at Pilot Rock. A steam heat- 
ing system will be installed. 

The School Board at Oregon City plans the constructio: 
of a large gymnasium, to cost $35,000. The building wil! 
be 44x100 ft., of brick, with basement. 

The Security Loan & Investment Co., of Pendelton, plan 
the construction of a three-story apartment house in tha 
city, to cost about $60,000. There will be thirty apartments, 
divided into two, three and four-room suites. 

The Methodist Church Building at Oregon City, which 
was recently destroyed by fire, will be rebuilt at a cost o! 
about $225,000. 

The B. P. O. E., of Bend, plans the erection of a new 
lodge building to cost about $50,000. The site has been se- 
lected, and plans will be prepared at once. 


Be 
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THE PROVINCE OF ONTARIO. 





Ottawa and Vicinity. 

With the arrival of more severe weather, the usual fall 
rush in the plumbing trade for repairs to heating systems, 
water pipes, etc., is reported to have about reached its 
maximum. The conversion during the summer of many 
residences into apartment houses, through the housing 
scarcity, has, it is stated, resulted in an increase in the 
number of hot water heating systems. 

The Beach Foundry Co. reported that it had on hand 
all the orders for heating supplies that it could possibly 
hill by the end of the year and had been forced to refuse a 
number of others. Trade was considerably better than in 
1918. No difficulty had been experienced in securing ma- 
terials but there was some scarcity of skilled moulders. 

With the completion of fourteen large boilers for 
France, the P. J. Powers has found it necessary to reduce 
his staff by about fifty per cent, forty men being laid off. 

The coal situation in the United States, which has led 
to a great scarcity of coke in this district, threatens to 
affect the local plumbing and heating firms in making it 
still harder to secure materials. 

Stratford. 

The plumbing and heating establishment of Peter & Syl- 
vester, Stratford, Ontario, has grown considerably owing to 
the careful attention that has been given to the showroom 
display. A corner of the company’s showroom is illustrated 





The Showroom of the Plumbing and Heating Firm of Peter @ 
Sylvester, at Stratford, Ontario. 


herewith. Here wiil be seen a wide variety of plumbing 
equipment, consisting of bathtubs, lavatories and closet com- 
binations. Many bathroom specialties are shown on the wall, 
and at the back of the showroom is a water supply outfit, 
range boiler installation and a heating boiler. 

Hamilton. 

P. A. Moore, Hamilton, has a number of fine contracts 
for heating on his books, among them being installations 
in three large residences in the city. 

W. W. Coffee & Co., Hamilton, have been awarded 
plumbing and heating contracts for the Adamson & Biack 
Garage and on four residences. 
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Heat ‘Hints 


For real down-right satisfaction. 
Use 
Bernhard Boilers 


They mean pleased cus- 
tomers and successful in- 
stallations. 


Write for new catalog 
and testimonial folder. 





KANAWHA MFG. COMPANY 
175 W. Jackson Blivd., Chicago 
101 Park Avenue, New York City Charleston, W. Va. 
Michigan Representative: G. V. Hepburn, 25 Rochester _ 
Piace, Grand Rapids, Mich. : 
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The cut 
SNO-WHITE 207225: 
represents 


one of our 
beautiful 
special de- 
sign bath 
room fittings 
— porcelain 
enamel on 
cast iron. 
An everlast- 
ing’ finish. 
Write for 
B-51 Soap Dish catalog and 
4” x 6” discounts. 





American Enameled Products Co. 
2118-2128 Prairie Ave. Chicago 








Here’s The Farnsworth 
Double-Action Feeder! 


The Farnsworth Duplex Boiler Feeder is the only machine 
of ita kind on the market for returning condensation to bollers 
under pressure at a high temperature. It feeds continuously, 
one chamber feeding while the other chamber is recelving. 








This shows the 
machine which is 
saving steam 
dle the condensa- z:.§ plants from 1 to 
tion problem at Ge 19 tons of coal 


your plant. WRITE per day. 
FOR CATALOG 


There are 132 
styles and 25 sys- 
tems—one to han- 











“The greatest coal saver ever offered the steam plant.” 


FARNSWORTH Co. Conshohocken, Pa. 


Engineers and Manufacturers of Condensation Pumps 











WOLVERINE Pek coons 


E 
UNIFORM, 
DEPENDABLE 
AND FULLY 
GUARANTEED 


They are made right and sold 
right. 
Send for sample of this No. 4402 


Tapered Bibb Washer. Note the 
rounded taper always fita. 








Flexible, non-distintegrating. 
WOLVERINE BRASS WORKS 


Grand Rapids, Mich. 
Wolverine Co., _ Wolverine Grass Works, Ine. 





New York, N. Y. San Francisco, Calif. 
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Heaters That Heat 





The kind of service a water 
heater will give depends upon 
its construction. To be en- 
tirely efhcient, every pound 
of coal must deliver its full 
quota of hot water. There 
must be no leaks or cracked 


sections. 





Water 
Heaters 


are built of best quality steel, which 
is lighter and stronger than cast iron, 
heats through quicker, giving it 
greater heating capacity. Will never 
crack or leak. 

Entire surface af inner sheet ex- 
posed to direct action of fire. Water 
completely surrounds the fire and 
has vertical motion which affords 
active and constant circulation com- 
mencing as soon as water begins to 
warm. 





No coils, bolts, flues, packing, cast iron sections or cylin- 
ders Guaranteed for long and satisfactory service 


Write for prices and more details. 


S. WILKS MFG. CO. 


3517 Shields Avenue, Chicago 
PTT 
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Cypress 


Defies Decay 





60°;, Cheaper than the Next Best 





Wyckoff’s Water-Proof 
Steam Pipe Casing 


1s vomposed of selected and caretully in- 
sperted staves of Cypress. Two casings of 
Cypress wood, the inner shell, 2 inches 
thick and an outer shell, 1 inch thick. A 


44 


“4 inch dead air space extending entire 


length of casing between shells, except 4 
inches on each end. This results in a com- 


bination 


non-c¢ nductive materials that 


prevent radiation of heat. 





Send for a copy of catalog s 


A. Wyckoff 
& Son Co. 
Elmira, N. Y. 
H. H. White 


1503 Fourth Nat'l Bank Bidg. 
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EVERY WOMAN WANTS MODERN PLUMBING 
FIXTURES. 





The Living and Dining Rooms Are the Show Places. 
Why Not Also the Bathroom and Kitchen? 





By A. W. Williams. 


Hik average man is not so particular about a fancy 
bathroom and cares considerably less about the kitch- 
en. A good many men are fussy about bathrooms, 
as they take their morning plunge therein, or have a ses- 
sion with the so-called safety razor which is still far from 
fool proof, especially if the beard has not been attacked 
tor a couple of days. However, many of the men who are 
fussy about bathrooms care but little about the kitchen, as 
they are seldom in it. Their idea of a kitchen is a place 
where food is cooked, and where a great deal is wasted 
They are always complaining about the butchers’, grocers’, 
gas and other bills, but they fight against modern plumbing 
or modern gas stoves in the kitchen. Friend wife ninety- 
nine times out of a hundred wants an all-porcelain sink, 
drain and dash. She wants a porcelain topped kitchen cabi- 
net, a poreclain trimmed gas stove, procelain finished or 
aluminum kitchen utensils, and equipment that is easily kept 
clean and sanitary, even to a porcelain lined ice box or 
retrigerator. 

Electric Lights and Running Water, Not Enough. 

The bungalow tenants as well as owners generally handle 
their own house work. Friend husband thinks he has done 
his duty by providing electric lights and running water, and 
generally reads his paper while Friend Wife cleans up after 
the evening meal. However, with the wife it is a tedious 
task to clean up after two or three meals a day, keep a 
bathroom and house clean, and take care of several children. 
The housewife does not mind the work so much, if her 
work is done in modern surroundings. Friend Husband 
probably has all solid mahogany fixtures in his office, and 
the home would not begin to compare with the office in 
style or beauty. However, he spends most of his time in 
his office and figures that he must make a showing. Wife 
is just as much entitled to have a home in which she can 
make a showing before her friends. 

Modern Plumbing and Heating Also Needed. 

Divorce has been on the increase for many years, but 
there probably would be less of it today if the men didn’t 
want the lion’s share of everything. Give the woman a mod- 
ern kitchen and a modern bathroom, along with modern 
lighting, heating and similar fixtures, and she would be 
far more satisfied. She frequently spends the greater part 
of a solid week in the home, cooking meals, doing house- 
work. tending sick children, and being abused because the 
bills are high. 

The merchant plumber and in fact the plumbing trade 
generally has a mission in life. Not only can it sell more 
merchandise, but it can make the home life happier. The 
woman is sold to start with in the matter of first class plumb 
ing, and household equipment. The man is not sold, and 
figures that runring water and a few fixtures are enough 
He has gotten away from the old built-in zinc bath tub, but 
education hasn’t gone much further. 

A short time ago the writer was chatting with an official 
at the desk of the Claypool Hotel in Indianapolis. A_ bell 
hop came down after having shown some late arrivals to 


their room. He had a wide smile on his face, and told the 


following story: 

“Say, you should orter heard that woman hand it to her 
husband. I took ’em into the room, and switched on the 
lights. The man looked around, and took a peek into the 
bathroom, one of those all white tile built-in kinds. One ot 
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thosé new ones we recently put in. He says: ‘Hon, look at 
this bathroom, did you ever see anything like it?’ 

“She took a look, and said: ‘It’s a beautiful bath, but 
there is nothing unusual about it. There’s lots like it in 
louisville. Peggy has one like it, and Mrs. Gordon, and a 
lot ot my friends. It’s merely modern plumbing, every good 

‘tel in the country has similar plumbing. You don’t know 
much about plumbing. | hope someday you'll realize the 
fact and fix that hole of ours up.’ 

“Say, that guy was mad enough to go out and look for 

boot-legger. He bit his cigar plumb in two, and says: 
Well if you’d quit wasting so much money, perhaps you 
ould have a bath like all your highbrow friends have got.’ 

“That's where [ beat it. I guess they are still at it. He 
anded me a dime to get me out of the way, and I'll bet 


they don't kiss each other good night till they get back 
home,” 

Such is life. The head of the family only notices modern 
plumbing now and then. The housewife always notices it, 
and generally yearns for it. She generally has little to say 
on the subject as she doesn’t wish to start a family quarrel. 
Rental property with high class fixtures is so blamed high 
that she doesn’t even discuss the matter. Sale property 1s 
ilso so high, if it is beautifully equipped, that she knows that 
ier husband won't consider it. If they build a home ot 


their own the cheaper fixtures get the call, as husband 1s not 
sold on the idea. 
Younger Men Know Good Plumbing. 

Younger men more frequently recognize good plumbing, 
and think more about it. The young man who has traveled 
a little has run into many fine baths, and he has a hank 
ering for that sort of a bath. The writer distinctly remem- 
bers an incident a few years ago in Louisville, following the 
close of a memorable motorcycle endurance run. The riders 
had fought through five hundred miles of sand, clay, rain 
and bad going. They were completely exhausted when they 
interview with 


inished the run. The writer wanted at 
the winning team and captain, and went over to the hotel to 
see them. The boys were all in one room. Two were in 
bed, and the third was in one of those beautiful built-in bath 
tubs. The other two boys were joshing him. One of them 
aid: “You'd think Jamie never saw a real bathrcom before. 
He’s been in that tub for the better part of an hour, and 
swears he is going to own one like it some of these days. 
He’s got about as much chance as he has of ever winning a 
transcontinental run over Cannon [all Baker.” Jamie was 
found idling in hot water, trying to get the overworked mus 
cles feeling something like normal. He was finally forced 
out of the tub after being doused with ice water. 

Older Men Not Sold on the Idea. 

However, the older men, the men who own homes. and 
who are building them have not been sold on the idea. It’s 
up to the master plumber, or group of master plumbers, to 
idvertise modern plumbing, in advertising and news form. 
\ half-page advertisement featuring cuts made from actual 
photographs of modern bathrooms and kitchens, along with 
t few hundred words in reading form, would start the pub- 
he thinking. A few human interest stories on how Mrs. 
brown or Jones finally got the bathroom that she had 
long wanted would help. Better window displays showing 
actual bathrooms, not merely a lot of disconnected fixtures 
would help. A bathtub filled with real running water, and 
caving the tub from the overtlow would be realistic. A 
stent syphon closet actually running water, and showing how 
juietly it operated would attract attention. Running water 
can be arranged with a small motor pump using the same 
vater over and over, without running up the water bills. 

Putting Life Into a Window Display 

Window displays should be made realistic, and this is a 

matter that the plumber hasn't fully realized. The down- 
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Join The Family Of DECATUR Dealers—DO IT TODAY 


Decatur Pump and Mfg. Co. 
NOISELESS GEARED 
= DEEP AND SHALLOW WELL PUMPS 
= Main Office and Factory: DECATUR, ILLINOIS 
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Williams’ 
“Falcon” 
Drop-Forged 
Waste Plug 
Spanner 


The old adage tells us ‘‘Necessity is the mother 
of Invention,” but makes no mention of the 
father; presumably he is “mere man.” At any 
rate, we are rather proud to have “fathered” the 
invention of the useful and badly needed tool 
here illustrated. 





It is far more efficient than any possible make- 
shift and the folding handle allows it to be 
readily carried in the pocket. The dimensions 
of the “finger ends” make it universally adapt- 
able to all sizes and forms of basin and _ sink 
plugs and grates. The tool is hardened for 
severe service. Descriptive booklet free. 


J. H. Williams & Co. 
“The Drop-Forging People’”’ 
Brooklyn, N. Y. 
Buffalo, N. Y. 

Chicago, III. 





17 Richards St., 
17 Vulcan St., 
17 So. Clinton St., 
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Install a Paal 
Money Maker 


Demonstrator 
in your show 
window and 
watchthe crowds 








— 


gather. 


Itisacomplete 
Water system 
which you may 
demonstrate to \ 
your customers ve - 
» ; ; a’ 
inder actual ser- | 
vice conditions. |/ tf] 

Write us for | 
* * ; 
full particulars. | 


Fort Wayne Engineering & Mfg. Co. 
1712 Harrison St. FORT WAYNE, IND. 


HARTMAN INGOT 
METAL 
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SHIP US YOUR SCRAP METALS 


2511-2525 West 2ist Street 


CHICAGO, ILL. 











Mike McDonald Is Another 


He, too, is “from Missouri,” and 
had to be “shown” before he'd be- 
lieve he could make so much 
money just recommending the 
PARROTT—through our only-to- 
plumbers proposition. Now he’s 
an enthusiastic booster of the 
PARROTT—not only for the BIG 
money there is in it for him, but 
because it’s the best Automatic- 
instantaneous gas water heater on 
the market—and he can prove it! 
Write us about it. 


Parrott Heater Company, 724,,21st Street 
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town plumber who occasionally puts some life into his wi 
dows would be the talk of the town. For instance a m 
ern kitchen, with the housewife actually at work in 

A bathroom scene with the mother giving 
Of course it would be impossihle 


window. 
voung hopeful a bath. 
to give the infant a bath every hour or so, but it could 
handled once a day for a few days during the noon h 
and in all propriety at that. Properly handled adverti 

to attract attention to the exhibit would bring the crowds. 

There are thousands of homes in every city that w 
have better plumbing, and more plumbing if the idea 
properly sold, and the public was properly interested 
modern conveniences. 

A Model House, a Good Object Lesson. 

A few years ago a number of contractors in the build 
industries got together and built a modern home in Louw 
ville. With the aid of the members of the Rotary Club th: 
house was built, furnished, and equipped with everyt! 
from a fresh egg to a sliding garage door, and modern 
tomobile. The bins in the pantry were full of foodstuf 
The laundry department was complete. Chutes carried dirty 
linens from the first and second floors to the laundry. Th: 
stunt was well advertised, and thousands of people we 
through the model house, which was later sold at auctt 
as it stood, including automobile and everything. 

Many a woman went through that house. Her ey: 
sparkled as she saw what coud be done in the way of a: 
ranging a model home. By the time she got home she wa 
cross, as she realized that she couldn’t talk her “pig-head 
ed” husband into giving her anything like that. However: 
some of those who saw it had almost as good, but saw room 
for improvement. Others could wrap friend husband around 
their forefinger, and they did it. 

A Modern Automobile, but Twenty-Year-Old Plumbing 

The idea is to sell the head of the family, and show 
him that there are more modern conveniences and that he 
should have them. The housewife is already sold as a rule 
The head of -the family in many cases would not think of 
operating an automobile that was even three years out of 
style, but he will go along year after year putting up with 
low-priced plumbing, or plumbing that is fifteen years 
even twenty years out of style. 

The modern home is built on the show plan. The living 
room and dining room are the show places. The kitchen 
is neglected, and the visitor who wishes to go into the bath 
room is given a sound oral thrashing after he or she leave: 
Housewife: “The very idea of you taking them into that 
grubby bathroom. I didn’t even get a chance to clean it 
up this morning.” The modern home is certainly con- 
ducted on the show plan from outward appearances. A 
$4,000 automobile may sit in front of the house. It is seen, 
and today a man’s wealth is measured up largely by the 
kind of car he drives among the show crowd. However, 
he probably has a dinky bathroom that all told didn’t cost 
$200 to build and equip at the time it was built. 

Of course it isn’t exactly easy to make the resident awake 
to the fact that he is behind the times in his bathroom equip- 
ment, but it can be done. The automobile people keep him 
informed of styles, and they change styles so fast that the 
man can’t help but keep informed. It isn’t a question o! 
changing styles in bathrooms, but of replacing low grace 
plumbing with the most modern and best grades. There are 
thousands of men today who are making big wages, or an 
income much larger than they had ever expected to make, 
and who are in a position to remodel the plumbing through- 
out the house, if the idea is properly sold to them. It: 
up to the plumber to make the sale, and he can do it | 
he will, Every woman wants modern plumbing, and no 
opposition to the plan will come from her. 
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SEATTLE THROWING OFF RADICAL YOKE BY 
ESTABLISHMENT OF OPEN SHOP. 





By F. R. ee 

Seattle is breaking the domination over her industries of 
the radical element of organized labor which has held almost 
ibsolute sway in that city for the past three years, and has 
so restricted production and increased production costs that 
her ship yards, lumber mills, and many lesser industries have 
been finding it hard to compete with those in which the labor 
situation was less acute; that she was beginning to lose com- 
merce to other Pacific ports where the labor cost of handling 
cargoes was less; that she was losing new industries seeking 
location on the Coast, which avoided Seattle because of indus- 
trial conditions. 

Seeing her opportunity of becoming the greatest city on 
the Pacific Coast and one of the great ports of the world 
slipping away from her, Seattk is breaking the tightening 
bonds which were beginning to strangle her industries and 
commerce. Seattle is rapidly going “open shop.” Seattle 
has declared her independence of organized labor rule and 
is refusing even to deal with the radicals in control of or- 
ganized labor in the city, whose course since the signing 
of the armistice has proven them to be no better in their 
actions, sentiments and purposes than the I. W. W. 

Every Employer Shall Be Allowed To Run His Own 
Business. 

They do not call it “open shop” in Seattle. They call it 
the “American Plan of Employment” which, as defined by 
the “Associated Industries of Seattle,” the organization lead- 
ing the movement to success, means that every man shall be 
protected in his inalienable right to work, regardless of 
political, religious or labor affiliations; that every employer 
shall be protected in his right to run his own business and 
to hire employes without having to gain the permission 
of an autocrat of labor. 

The open shop is being established in Seattle by the break- 
ing of a series of strikes, designed by the radicals in the 
labor movement as a substitute for the general strike, by 
which they planned to bring about the paralysis of industry 
in Seattle and so discourage employers that they would be 
able to take over industry themselves under a soviet sys- 
tem. The open shop is being established by the force of 
public opinion as the result of an intensive publicity cam- 
paign in the Seattle dailies, conducted by the Associated In- 
dustries. Pages on pages of advertising informed the Seattle 
public that the industries and commerce of Seattle were 
being attacked by the radicals of organized labor and that, 
if their domination over organized labor and the industries 
and commerce of Seattle were not broken, the population, in- 
dustry, commerce and prosperity of the city would decline. 

The response was prompt. The Chamber of Commerce, 
the Rotary Club, the Kiwanis Club and all other civic and 
commercial organizations of the city took action demanding 
the end of radicalism and sabotage in Seattle, and endorsing 
the open shop in industry. These declarations were pub- 
lished in page advertisements, and at the end of ten days 
of this intensive advertising, the public sentiment in Seattle 
was averwhelmingly in favor of Americanism in industry, 
and the power of the radicals was broken. Where, a year 
ago the closed shop was strongly supported by public opinion 
in Seattle, today the public is demanding open shop, and 
any employer who signs a closed shop agreement with any 
labor union will be exceedingly unpopular. 

The Movement Is Against Un-American Radicals. 

The movement in Seattle is not against unionism, but 
against the domination of unionism and industry by un- 
American radicals. The Associated Industries, in its pub- 
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SISSON 


Insertable Joint 


is indispensable to plumbers 
for connecting up new fix- 
tures to soil pipe, or for use 
where a defective length or 
cracked fitting must be taken 
out. 

Saves springing stack and 
removing whole lengths of 
pipe. 

You cannot afford to get 
along without the SISSON. 
Ask for prices and par- 
ticulars. 


R. ESTABROOK’S SONS, Ist and C Sts. South Boston, Mass 
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“THE CLEANER CLOSET” 
Patent Pending 
Made of “Castex’”’ Whitest Vitri- 
fied China. <A _ closet of the 
washdown type but infinitely 
better. 
See your nearest jobber. 
Immediate deliveries. 


CHICAGO POTTERY CO. 


1924-40 Clybourn Ave., Chicago. 
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Ga GAUCE CLASS 


my IMMEDIATE DELIVERY 
u STANDARD AND HICH PRESSURE 
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Our High Pressure Glasses have fused ends 


ey 
and are annealed by special process. Try 


them for highest steam pressures. 
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BC MAGEE STEAM SPECIALTY CORPORATION 


136-138 Beekman St., NEW YORK CITY 
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Rhode Island 


Union 


Positive Joint 





Bronze Seat —— —— 

No Packing = j 

No Gasket | 
Guaranteed 300 lbs. working pres- 

sure. 


For Steam, Water, Gas and Oil. 
The best is cheapest in the end—use the 


RHODE ISLAND 


Write for Catalog. 


RHODE ISLAND FITTINGS COMPANY 


HILLS GROVE, R&R. I. 




































The 


Overton 
Plumbers’ Adjustable 
Flashings 


Hugs any pipe—water tight Fite an 
angle. Self-adJjusting. No turning mA 
twisting necessary. Material—galvanized 

— oF copper. Your dealer has them in 
ACK. 






Write for illustrated circular. 


Manufactured by 


Duluth Corrugating & RoofingCo., Duluth, Minn. 
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HAYNES SELLING COMPANY 


Heating Specialists 


Modulated and Vacuum Heating Systems 
Adapted for all Types of Buildings 


Over 25 Years’ Experience 


1711 Sansom Street Philadelphia, Pa. 































Y-T 


ROOF FLASHER 


Makes a water-tight joint 
and a perfect fit. When 
slipped over soil pipe, can be 
calked as absolutely tight as 
if poured in place. Flasher 
has patented cast tron 
caulking base. 
Furnished in all sizes 
from 1% to 6-in. for angle 
and flat roofs. 


Write for folder. 


The Yoder-Thomas Mfg. Co. 


1024 B. of L. E. Bidg. 
CLEVELAND, OHIO 




























NIEDECKEN MIXER 


For 


a W rite 


for 
Bulletin 
D-10-X 





Lavatory 
Bath 
Sink 

Etc. 









HOFFMANN @ BILLINGS MFG. CO. 
MILWAUKEE 
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licity, has repeatedly recognized the right of workers, 
well as employers, to organize; has endorsed the princi 
it collective bargaining: has declared that there shall be 


discrimination against union men under the American p! 
and has urged employers not to take advantage of unemplo 
ment to cut wages. The Associated Industries has been con 
sistently American and so has won the confidence of t! 
public and of the conservatives of union labor. 

Seattle 1s winning industrial independence by the pow 
of organization. While the individual employer, with a few 
exceptions, in the past has been unable to withstand th: 
radicals who ruled Seattle labor and has bowed to thei: 
dictates, the employers of Seattle collectively, banded t 
gether along with many other citizens in the Associated In 
dustries, have been able to defy the radicals and to estal 
lish open shop in every Seattle industry in which a strik 
has occurred or a contract broken by the unions, durin; 
the past three months. In rapid succession, the building in 
dustry, the job printing industry, the merchant tailors, 
dyers and cleaners, the jewelers, the shoe repair shops and 
the master pile drivers have declared and established ther 
independence of radical domination, meaning that the unio: 
have lost control of industries in which thousands of men 
and women are employed. 

Seattle would progress on the open shop road much mors 
rapidly, under the stimulus of public opinion, if it were not 
for the fact that the Associated Industries has taken a 
strong stand against the breaking of existing contracts with 
labor unions. One of the cardinal principles of the organiza 
tion is that employers must keep faith with each other and 
with employes, and so the open shop movement progresses 
as strikes occur, unions break contracts and existing con 
tracts expire. 

A Square Deal for the Employe and the Employer. 

The Associated Industries was formed in Seattle as a re 
sult of the general strike of last February. The revolution 
ary character of that attempt was recognized by the public 
and the necessity of cleaning the radicals out of organized 
labor was brought home. There was much open shop sent! 
ment as a result of the general strike but, as a large pet 
centage of union labor in Seattle 1s loyal American, the 
majority of employers favored giving the unions a chance: 
to clean house of the radicals before taking any drasti 
steps. The Associated Industries, led by rank Waterhouse, 
a leading citizen of Seattle, with large shipping and indus 
trial interests, was organized to band all employers together 
in wn effort to bridge the chasm between the employers and 
employes by giving the employes such a square deal that 
the revolutionary appeals of the radicals would fall upon 
deaf ears, and that labor would throw the I. W. W. and 
other radicals out of control of Seattle unions. During last 
spring and summer, the Associated Industries grew rapidly 
in membership and influence, and endeavored consistently to 
cultivate better relations between employers and labor, and 
to promote a square deal for the employe, the employer 
and the public in general in Seattle—but the unions fatled 
to clean house. 

What the Radicals Planned to Do. 

(he final declaration for the open shop in Seattle came 
when Mr. Waterhouse became convinced that the radicals, 
still in complete domination of the unions, were attempt- 
ing, by a series of strikes, to paralyze the industries of 
Seattle and take them over. Advance information of this 
plan was verified by events. On September 2nd the car 
penters and some of the other unions in the building trace 
struck to enforce impossible wage demands, in_ spite 
the vital public need of more homes and other building: 
and the willingness of the employers to arbitrate. They 
arrogantly stated that their demands, involving $10 a da) 
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wage for carpenters and other exorbitant increases, must 
be granted first, and then they would talk arbitration. The 
job printers, the tailors, the dyers and cleaners and _ pile- 
drivers tollowed in rapid succession and the air was full 
of talk of strikes in other industries. 


What the Contractors Did. 


Qn October 14th, Seattle contractors, backed by the Asso 
ciated Industries of Seattle, declared open shop in the build. 
ing industry, after six weeks of fruitless negotiations with 
the unions to bring the strike to a settlement on terms which 


would not make it impossible for new buildings to be un- 


dertaken. Their action, announced in page advertisements 
in the daily newspapers, was applauded by the public. On 
October 31st the Building Trade Council voted to call the 
strike off. The strikers returned at their old wages and 


under open shop conditions. 

It took only one seven-column, fifteen-inch advertisement 
in the Seattle dailies, announcing open shop and_ inviting 
men to work under the American plan, to establish the pile- 
driving industry on the open shop basis. The fight has been 
harder with the job printers, the tailors and the dyers and 
cleaners, but the employers in each of these three industries 
declared unequivocally for the open shop and are making it 
stick. The employing printers have been Grawing men from 
all over the United States to take the place of those strikers 
who refuse to return to work, and are gradually building 
their forces up to normal. The tailors have been greatly 
helped by the fact that all the associations of employing 
tailors in the cities of the Pacific Coast, as far south as 
San Diego, California, have followed the example of Seattle 
and have declared open shop. The dyers and cleaners have 
gotten back many of their old employes and are back to 
normal in their operations. To have granted the demands 
made in any of these lines would have amounted practically 
to turning over the business to the employes. 

The declaration of open shop by the building contractors 
was a body blow to union labor radicals and disarranged 
their plans to bring about industrial paralysis by involving 
one industry after another in strikes. A sentiment against 
strikes developed in the unions, and no more strikes were 
called. 

Fighting Radicalism with Publicity. 

Once decided for the open shop, the Associated Industries 
conducted an intensive publicity campaign in the three loyal 
daily newspapers of Seattle. In a series of ten page ad- 
vertisements, beginning October 29th, the Associated Indus- 
tries aroused the community to the danger of radical dom1- 
nation and demanded that the industries of Seattle be run 
on the American plan. The campaign was assisted greatly 
by the newspapers themselves in strong editorial and news 
publicity. 

At the end of ten days, public sentiment was strongly in 
favor of the open shop. 

Then came the murder of four former soldiers by the 
I. W. W. during the armistice celebration parade at Cen- 
tralia, Washington, a few miles from Seattle and the sup- 
pression by the government of the disloyal “Union Record,” 
the organ of the radicals, to crystallize sentiment in Seattle 
against the reds in control of labor. The sentiment grew 
so strong that the elimination of the radical alone can save 
unionism in Seattle. 

A New Declaration of Independence. 

The movement for the American plan, the open shop, has 
spread from Seattle to the other cities of the Pacific Coast, 
and the Pacific Coast expects to see it sweep the country 
until the right of all Americans to work without being sub- 
jected to coercion and intimidation 1s established. San Fran- 
cisco, Portland, Spokane and Tacoma have organized ‘‘Asso- 


ciated Industries” on the Seattle plan. The Pacific Coast 


is making a new declaration of independence for America. 






DOMESTIC ENGINEERING v1 














ECONOMY EFFICIENCY 





This is a 
Pierce Down Draft, Magazine Feed, Smoke 
Consuming, Heating Boiler 


Saves furl. 


Manufactured only by 


PIERCE, BUTLER & PIERCE MANUFACTURING CORP. 


Brooklyn NEW YORK Philadelphia 
Beston Detroit Baltimore 
Worcester Syracuse Washington 

















Household Word 


The name “Humphrey” in con- 
nection with Automatic Gas Water 
Heaters is known the country 
over. The dealer and plumber 
who sell it get the advantage of 
this prestige which results in easy 
sales and satisfactory service. 
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Try the Humphrey on your next 
water heater job. 





Write for full description 
HUMPHREY COMPANY 


Div. Ruud Mfg. Co. 
Kalamazoo, Michigan 
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NO ROOF IS SUPERIOR 
TO ITS FLANGE 


Thereferse, seme 
PLUMBER 1s the 
father of every leaky 
roof. 


The Bullard 
Roof Flange 


is acknowledged as the 
only PE FECT 


satisfying installationa. 


THE BULLARD SPECIALTY COMPANY, Tifa, O. 


























SANISRASS 














Place Your Orders Now 
For Your 1920 Requirements 


SANIBRASS CORPORATION 


17-27 LIBERTY STREET BROOKLYN, N. Y. 





Portable Showers |. 
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Did you read our half-page announcement of these special 
traps in the November 29th Issue of ““‘Domestic Eng!tneering’”’ ? 


ESSEX FOUNDRY, Murray St.and 4venue"D ,Newark.N..’ 
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“ke SE-MENT-OL 
Guaranteed to Repair Leaks in 
+, Boilers and Heating Systems | 
VW Qts-$422 Gal. $1422 ) 
—7-7 THE NORTHWESTEXN CHEMICAL CO. 








| SEs Marietta. Chio and Montreal Canada | 
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The Plumbers and nf . 
Steam Fitters Price Guide 


With Price Revision and Market Bulletin Service 


Gives You “Up-to-the-Minute™ Price Information 
Write for Particulars 


BAREHAM & SAUNDERS 4X6,Eest Main Street. 














Reversible Small Ditch- | 
Corner Ratchet Stock | 


Light, convenient, serv- 
iceable, durable. A tool 
you need. Write for 
circulars. 


CROWN DIE & TOOL CO., 555 W. Monroe St., CHICAGO | 
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A good bench is just as important as a good 
workman. The best bench at the lowest cost is 
what you want. The stiffest, strongest. bandiest 
and most durable and the quickest to move. Drop 
us @ line and we will send you « list of customers, 
from the largest corporations to the emallest, who 
are saving big money, using our 


STANDARD PORTABLE VISE BENCH |, 


STANDARD IRON WORKS, Inc. 
508-10 E. 74th Street, New York City 














Floor and Ceiling Plates 
Pipe Hangers, Clamps and Specialties 
Write for New Catalog and Prices 
Cc. ERWIN NORMAN & CO. 


Manufacturers 





Fig. 


100—steel 
felling Plate 


Floor or 








14-16-18 W. Kinzie St., Chicago, U.S.A. 








: Largest Makers of 
Pneumatic and Storage Tanks 


Ask for Catalogue No. 69 
KEWANEE BSILER COMPANY 
KEWANEE, ILLINOIS 











STERLING 


Vacuum and Vapor 


SYSTEMS 


Heating Specialties 
Valves—Graduated Supply 





Thermostatic Trape—Air Line 


alvee—Air Eliminatorse—Damper Regulators 
STERLING ENGINEERING COMPANY 
Wisconsin 


Milwaukee 














ite rhymes. 
Jess Willard in seven de luxe volumes, bound in purp! 
plush and studded with brass-headed nails.’”—Walt Maso: 
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A SHORTAGE OF BATHROOMS WORRIES LOR 
CHANCELLOR OF GREAT BRITAIN. 





According to an item appearing in one of our Toro: 
dailies we are told that the residence of the British Lor 
Chancellor in London has: 

Five floors, 33 rooms, 125 stairs. 

But one bathroom and no elevator. 


Moreover the bathtub is 40 years old, made of iron 
stead of porcelain. 
Therefore the Lord Chancellor refuses to live in ti 


house which the government provides for him unless 
elevator is installed and two more bathrooms are install: 
tor his household of twenty. 

He thinks it unbecoming that he should have to use tl 
same bath as the maids. 

There is at last some reason to believe that the 
people are going to get the Canadian habit of bathing ever 
day, and, if that is so, the manufacturers of bath tubs are 
going to have a busy time, says “The Sanitary and Heatin; 
Journal.” Canadian manufacturers should extend their plants 
and increase their production, thus bringing down cost, an 
go after some British Isles business. 

The above item almost looks like a joke, and recalls ar 
other:—It is said that a certain Canadian was grumbling 
at not being able to get his morning bath, when an English 
man exclaimed—What, do you mean to tell me that every 
house built now in Canada has a bath tub installed in it 
Sure, said the Canadian. Well, well, replied the Englishmat 
you must be a bally dirty lot over there to require a bath 
How in the name of heaven do you get so ball 


sriti 





every day. 
dirty ? 


Plans have been in operation since the beginning 0! 
the world, but there is always a new plan that interests 
somebody. If you have worked out a plan that helped 
you in the plumbing and heating business, won't you pas 
it on to “Domestic Engineering,” in order that we ma 
the Plan Number 





publish it in our January 10th issue 
and thereby help the trade as a whole? 





JAPANESE EXPORTS DROP. 


Japan had an unfavorable trade balance the first s1 
months of this year, and this has not been much modifi 
in the following three months, and the reverse current 
expected to proceed until the end of the year. In the nin 
months Japanese exports were 1,377,820 yen, and import 
were 1,584,048,000 yen. Exports for Europe fell off most b 
imports from Europe by Greece, and both imports and e> 
ports as regards the United States show an increase, an 
exports to Latin America were considerably increased 
but in both ways trade with Australia fell off because o! 
the scarcity of bottoms. Japanese authorities are und: 
criticism for not doing something to control the unprec 
dented expansion of currency and to control profiteerin 
On the other hand the authorities hesitate to interfe: 
with the situation for fear of disturbing trade and industry 
So the distressed masses accuse the government of rulin: 
in the interest of the money classes rather than for th 
general good. Japan is experiencing an increase in th: 
cost of living of from 200 to 300 per cent. 





A Real Salesman. 
“This morning a real artist appeared. In the cours 
of his remarks he quoted a stanza from one of my favor 
That man sold me the Life and Letters o° 
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Heating Department. 

322,324. Steam-trap. Louis R. Mertens, Philadelphia, 
Pa., assignor to Charles J. Miller, Philadelphia, Pa. A trap 
omprising a tank adapted to contain water of condensation 
ind provided with four ports, namely: a fluid admission 
port, a pressure equalizing port, a port for the admission of 
steam under pressure and a liquid discharge port, a valve 
‘ontrolling the pressure equalizing port, a valve controlling 
the steam port, mechanism including a counterweight connected 
to said valves and adapted to normally hold the first open 
ind the second closed, a steam actuated plunger connected 
with said mechanism, a pilot valve beneath said plunger and 
ontrolling the admission of steam thereto, and means 
ontrolled by the level of the liquid in the tank adapted to 
ictuate the pilot valve to admit steam to said plunger. 
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1,322,324. 1,322,444 


1,322,444. Gas-Radiator. Benjamin F. Hulse, Los An- 
geles, Calif., assignor to Thomas J. Potter, Los Angeles, 
Calif. A gas trap for preventing heavy gases which have 
‘ooled in a flue from returning to a combustion chamber, 
comprising walls forming a gas trap chamber having a 
‘ombustion chamber opening along the bottom thereof 
through which the products of combustion from the com- 
bustion chamber enter the gas trap chamber, said gas trap 
hamber being entirely free of internal projections or mem- 
bers to allow the gases which pass therethrough to whirl 
rr eddy, and a flue opening of the same size as said com- 
bustion chamber opening in the walls of said gas trap 
chamber and opposite said comubstion chamber opening 
through which said products of combustion pass from 


said. gas trap chamber into the flue. 





1,322,347. 1,822,414. 


1,322,347. Sealing or Stopping Leaks in  Pipe-Joints. 
Alexander John Robertson, Wycliffe, British Columbia, 
Canada. An article of the class described including a pipe 
joint, a split collar provided with a packing cavity, the 
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WE SPECIALIZE 


This Means 
Goetz Showers and Bath Fixtures are Right in Quality and Price 


GoeIz Brass COMPANY 


630 N. FRANKLIN ST. CHICAGO, ILL. 














Base Section. 
When Used ~? 
Without Ring ge Cha mpion: Auxiliary Boiler 

oa. Fits any hot air furnace.  In- 
creases heating capacity. <A busi- 
ness-getter and profit-maker. 


Try it. 
Order from Your Jobber 
or write to 
Frank D. Stolz Co. 
3127 N. Clark St. CHICAGO 

















“HAAS” WATER CLOSETS 


are high grade, insuring maximum 
service and minimum expense 


PHILIP HAAS CO., DAYTON, OHIO 


























Did you read our half page acive 
tisement on A, ACO <Anti-Sypho 
Frap in the November 20th issue 


SANITARY CO. OF AMERICA 
LINFIELD, PA. 

















Brass and Copper 
Tubing 





Seamless Drawn 


Iron Pipe Sizes—Special Mixture if Desired 


Crescent Brand Tubing is used exolusively in Wheeler Condensers. It is of 
special value to the ——s trade. When QUALITY tubing ls wanted 
CRE and. 


always specify 
Wheeler Condenser 2 ne Co., Carteret, N. J. 47 

















Plumbers Specialties 
Brass Goods for the Plumbing Trade 


Closet Tank and Seat Trimmings, Connected Waste 
and Overfiows, Traps, Supply Pipes, etc. 


Any Reliable Jobber can furnish the ‘‘Femco’’ Line from stock 


Frost Manufacturing Co., Kenosha, Wis. 
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‘Let Sirocco Engineering service solve your ventilating, heating 
‘and cooling problems. Send for catalog. 
American Blower Company 


Detroit, Mich. 


| 





If you want a salesman, foreman or 
workman, advertise in the Classified 





| 


Department of ‘Domestic Engineering.” 
Used by the best houses in the trade. 
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Seamless Brass Tubes 


Ask Your Jobber for the Ilause Closet Auger 


Chas. F. Hause Mfg. Company, Omaha, Neb. 
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HoFFMAN VALVES 


more heat from less coal 





An alr venting valve for every service—made entirely of metal: absolutely 
automatic: abeolutely nonm-adjustable Guaranteed for five years. Write 
for catalog 
HOFFMAN SPECIALTY CO.,inc., 512 Fifth Ave., New York City 








GRACE 


BALL COCKS 
FLUSH VALVES | 
TANK TRIMMINGS 


THE INDIANA BRASS CO. — 


FRANKFORT, INDIANA 
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HANNA 
BALL JOINT 
PIPE HANGER 


“Ball Joint” permits it 
to swing in any direc- 
tion. Not necessary to 
remove hanger to raise 
or lower pipe. 






RO LIOOHIIOUMeL el eliiiie iil 


Stronge st Write for 

—_—e, “Our Silent Salesman’”’ 
Hanger THE PENN 

Made ENGINEERING CO. 


PHILADELPHIA, PA. 
AGUA CUNNIACIUNENEN CHHNNDEECIOCNNNN COHNANEN CNNNINE CQHONNNN COHNNOEECOUNENNA CSUMNEAN CHUN COUNNNNE CONNUNEN CONMNUU pate 


A Handy Tool 


for the Plumber 


Our No. 2 “Handy Vise” has same 
quick acting mechanism as_ the 
larger Hull vises. The open side is 
most convenient for use in close 
or cramped quarters. 


Adjusts instantly to any size pipe from 
% to 2 in. without using screw. Light 
and easily carried. 

Your equipment is not complete with- 
out it. 


See your jobber or write. 


Columbus Machine Works ‘Ridiana” 


Sele) MUUUUUOUIUUULOLIOM Ten io 


of nice 
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securing means thereof being spaced from the pipe joint 
and being held in rigid connection therewith through 
securing means of the said pipe joint. 

Woodford W. Elkins, 


Nev. A pipe hanger adapted for attachment to ceiling be 


1,322,414. Pipe-Hanger. 


comprising a segment having a flat top adapted to e1 e 
the underside of the beam, an ear extending upwat 
trom said segment adapted to engage the side of the by 
said ear terminating in prongs inturned over said flat 
face and tapered on their under sides, an opening in 
ear adapted to receive a fastening member, and a com 
mentary segmental member. 
Plumbing Department 

1321,835. EFaucet. George F. McCully, North Vancou 
and Augustus Alexander Davidson, Vancouver, British ¢ 
lumbia, Canada. In a faucet, the combination with a 
ing having delivering and pressure chambers, a plunger 
tically movable in said pressure chamber adapted to 
raised by the water to close the water supply to said cham 
ber and manually depressible to open it thereto, and a va! 
carried by said plunger, of a disk removably mounted in th 
upper end of the pressure chamber and provided with a cer 
tral boss extending upwardly into the delivery chamber hay 
ing a bore the lower end of which is formed as a val 
seat with which said valve co-acts in its highest posit! 


to close communication between the chambers and an ape: 


| 
ture extending from the bore through the side of the boss, 
a valve-stem secured to said valve extending slidably through 


— 


said bore and reduced in diameter opposite said aperture 
a rotable spindle mounted transversely in the upper end 


the delivery chamber, and a finger mounted on said spin 
dle adapted to co-act with the said valve stem whereby th 


same 1s depressed by the depression of the finger through 


the operation oft the spindle. 








1,322,012. 
1,321.835. 


(1,322,012. Valve. William Haas and Charles W. Ringels 
paugh, Dayton, Ohio, assignors to The William Haas Com 
pany, Dayton Ohio, a Corporation of Ohio. In a radiator 
valve, a casing comprising an inlet port and _ oppositely 
disposed bearing arranged substantially at right angles to 
said port and a bearing arranged intermediate said bear 
ings substantially at right angles thereto, a piston supported 
in the last named bearing and having a cam slot and oper 
able to open and close said port, a valve stem supported in 


said opposite bearings and having an eccentric portion adapt 





lve 


ed to engage the cam slot of the piston, whereby the va 





stem may be interchangeably connected to the valve pisto! 
1,322,189. Roof Connection. Charles L. Holt, Lawrence 


Mass., assignor to Holt Roof Connection Co., Lawrence, Ma 
a Corporation of Massachusetts. In combination with a roo 













valley having a middle support and an inclined roof sect 





joined thereto, a fitting arranged to extend through 





root section with one side in close proximity to said 





port, a flexible sheet of waterproof material arranged 





form a watertight connection between the upper end of 
fitting and the surfaces of the roof section and support, an 





means, rigid with said fitting, for supporting the same on 








the roof section surface. 
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1,322,014. Antifreezing Hydrant. Carl M. Hanna, Del 
Norte, Colo. In a hydrant a pipe and an anti-freezing SMOOTH-ON FOR LEAKS 


casing therefore, said casing consisting of a tube larger in 


a ee ee ee 


CAULKING JOINTS 


said valve. in close quarters 





diameter than the pipe, an escape valve in said tube, the | 
spaced apart walls of the pipe and tube providing a cham- 


! 
ber in which a vacuum may be created, by heating water / 
provided in the tube to drive off air and vapor through 


Don't swear because you haven t room 
to swing the hammer on the tron. 


Use SMOOTH-ON IRON 
CEMENT No. 5. Any joint that 
you can reach with your hands or a 
trowel can be caulked tight in a jiffy 


with SMOOTH-ON. 

















“MO 
ff Tez ee : Your Supply 
4 SEE Cage” _ 
1,32: AA Ze House Sells It 
*cype , 2,014 Pe eax ating - 
1,322,189. 42 ees” ee 
cf LB ese” iy” 
1,322,013. Vent-pipe. William Haas, Davton, Ohio. as- 233 Z . Wis Log, Smeeth On 
rere — . . . c eo es =D Se i ZA - 
signor to The William Haas Company, Dayton, Ohio, a Zig AGG 
Corporation of Ohio. In a vent pipe, a pipe extending gE” | > eee Mfe. Co. 
beneath a roof and having a portion thereof of increased i +4 Ls Jersey City 





diameter extending through and above said roof, an in- 


N. J. 


verted housing made integral of the portion of said pipe 





extending above the roof and a flashing secured to the 





roof and surrounding said pipe and having its upper end 





extending into said housing. 


Records 


and 


EL Muc 
hited 


Range Boilers 


Until seven years ago we manufactured 
Electric Weld and riveted range boil- 


ers in the same shops, which gave us 








1,322,200. 





1,822,013. 


1,322,200. Valve. Matthew S. Reiley, Calgary, Alberta, 


Canada. In a faucet, the combination with a faucet body excellent experience and opportunity 


having a valve seat, and a shank mounted for rotary and - to judge the relative merits of the two 
axial movement in the body above the valve seat and pro- forms of construction. / 
At that time we conducted a national 





vided with a cylindrical socket in its lower end, of a valve ! , 
adapted to rest on the valve seat, and a cylindrical spindle fat OF an equal number of Electric 
c FS : ‘ W eld and riveted boilers under all con- 
rising from the valve to cneare the socket in the shank ceivable service conditions 
and center the valve relatively to the shank and constructed Records of this test clearly showed 
at its upper end with notches to be engaged by a lifting the Electric Weld was far in advance 
tool, said spindle and the valve being independent of the of a riveted range boiler, where tight- e. 
ness, reliability and length of service 3 


shank whereby pressure by the shank upon the valve will 
seat the same but the shank may rotate about said spindle 


or move longitudinally thereof without imparting movement : 
— ee ” John Wood Manufacturing Co. 


+ 


to the valve. 


were factors. 


Conshohocken. Pennsylvania 


Largest Manufacturers of | 
Range Boilers in the World . 


Canadian John Wood Mfg. Co., Limited, Toronto, Ontario, Canada 


Free Lunch. 
“The wolf is at the door.” 
“All right, invite him in and we'll eat him.’—‘Boston 











Transcript.” 








|i Class 


The charge for advertisements under this heading is 6 cents a word, including heading and address; | 
To insure insertion, copy and remittance should reach us by Wednesday morning. 


$1.00 minimum. 
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Situations Open 


WANTED — JUNIOR DRAUGHTSMAN 

to learn heating and ventilating engi- 
neering—Best of opportunities. State ex- 
perience and salary wanted to start with 
and send sample of work. Moline Heat, 


Engineering Dept., Moline, Tl. 10-11-tf 
OPPORTUNITY—A LARGE HEATING 
and ventilating contractor in Philadel- 


phia wants a live man who has had some 
experience as a junior draughtsman and 
engineer. State experience, salary, edu- 
cation, ete Address 2742, care ‘‘Domes- 
tic Engineering,’ Chicago. 11-29-12-6 


WILL 


1920, 


SALESMEN WANTED — WE 
have positions open on January 1, 
for first class salesmen to travel Iowa, 
Minnesota, and South Dakota. If you 
have a knowledge of plumbing, heating. 
also the pump and windmill line, and 
ability to secure business, write us giving 
experience and reference. Address 2743, 

care “‘Domestic Engineering,'’ Chicago. 
12-6/27 


WANTED—GENERAL MANAGER FOR 

plumbing and mill supply house in 
south, established business, good territory. 
Man applying for position must under- 
stand both plumbing and mill supplies. 
Good opportunity and good salary with 
option to buy interest In business if makes 
good. Address 2739, care ‘Domestic En- 
xineering.’’ Chicago. 11-29/12-20 


Situations Wanted. 


POSITION WANTED-SALESMAN 

teen years Piumbing, heating, fur 
naces, mill supplies. Iowa, Illinois. Wis- 
consin. Open January ist Jobbing trade 
preferable (‘fommission line considered. 
(rood reference J T Box 155 
Dubuque la. 12-6 


For Sale. 
POR SALE—A SURPLUS STOCK OF 2. 
3. 5 and 6-inch extra heavy soil pipe 
and fittings at list price less 10 lienry 


Mever, hsucyrus, (oh 0 19 « 


DOMESTIC ENGINEERING 
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FOR SALE—WELL ESTABLISHED 
plumbing and heating business, in a 
prosperous little city, near Akron. Selling 
on account of ill health. Address 2740, 

care ‘‘Domestic Engineering,’ Chicago. 
11-29/12-6 


PLUMBING BUSINESS IN 
city doing thirty thousand 
Large stock and 


FOR SALE 
third class 
dollar business a year. 





will sell at a sacrifice on account of 

health. Address 2737, care ‘‘Domestic 

Engineering,'’ Chicago 11-22/12-20 
Miscellaneous. 

SELL YOUR SURPLUS COUPLINGS 

A. & J 


and fittings. Write us. The 


Mfg. Co., 557 W. Lake St., Chicago. tf 





A School of Greater Opportunity 


A new University of Science, teach- 
ing theo-practical subjects in Scien- 
tific Courses by Correspondence. 


Heating and Ventilating Engineering 


A complete new scientific course, 
covering this important branch of 
Industrial Science, is now for the first 
time available, thru sixty-five weeks 
of home study. 

If you are interested, write today 
for further information regarding this 
new course. 


The Cleveland Enginerring Iustitute 
220 Lennox Building, Cleveland, Ohio 


HADCO STOP VALVE TAGS, WITH 
your name and address make a perma- 


nent and profitable advertisement. Send 
stamp for samples. Haddon Specialty 
12-6 eow 


(o., Haddon Heights, N. J. 








TIME SHEETS, JOB TICKETS, ESTI- 

mating blanks, illustrated stationery, 
blotters, etc. For plumbers. Reasonable. 
Send for catal and price list. Prompt 
service. P. Fink & Sons, 56 N. 7th St., 
Philadelphia, Pa. 11-22 tf 


ified Adbuestbia ements 
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Books for Your Trade Library 


PRACTICAL STEAM AND HOT WATER 

HEATING AND VENTILATING. Ry 
Alfred G. King. This book should be in 
every steamfitter’s library. A strictly D- 
to-date work, describing various systems 
of heating and ventilation. Besides the 


technical features, it contains hints on 
securing contracts, business methods, 
shop practice, rules and data for est! 
mating radiation and figuring costs, and 


other tables and suggestions that are time 
savers. ‘Size 6x9 in. 368 pages, 300 ce. 
tailed illustrations. Cloth. Price, $3.! 


PRACTICAL MANUAL OF STEAM AND 

HOT WATER HEATING. By Fdward 
R. Pierce. A comprehensive book, espec- 
ially appreciated by the busy steamfitter 
Every phase of steam and hot water heat- 
ing is explained in every-day language, 
easily understood. Unlike the usual dry, 
technical treatise. Size 6x9 in. 340 pages 
Cloth. Price, $2.50. 


DEAN’S STEAMFITTER’S COMPUTA- 
TION BOOK. Consists of tables giving 
cubical contents of rooms of various siz 
number of square feet of wall sur. 
face and window surface; radiation re- 
quired for rooms of any size at vari- 
ous proportions; sizes of flow and 
return pipes approximately proportioned 
to surface in radiators; circumference of 
areas and circles; capacities of boilers 
for hot water heating and for low pressure 
steam heating systems, and much general 
information on points of interest to steam 
and hot water fitters. Size 6x7% in. 82 
pages. Cloth. Price, $2.50. 





SANITATION IN THE MODERN HOME 

By John K. Allen. Explains the proper 
arrangement and equipment of bath room, 
laundry, kitchen, etc. A suitable book to 
present to your customer or prospective 
one. Size 6%x8 in. 272 pages. Cloth. 
Price, $2.00. 








MODERN PLUMBING ILLUSTRATED 
By R. M. Starbuck. A standard book for 
master plumbers, architects, builders, 
boards of health and plumbing examiners 
Gives modern and most approved methods 
of plumbing construction, illustrating and 
describing the drainage and ventilation of 
buildings, apartments, public buildings, 
etc. Helps the plumber in figuring on 
work. Gives him quick and easy access 
to the best modern plumbing practice. 
7%4x10% in. 400 pages. 655 full page en- 
gravings. Cloth. Price, $5.00. 


Domestic Engineering 
407 S. Dearborn St., Chicage 














GOOD SERVICE PAYS 


Use the Classified Department of ‘‘Domestic Engineering’ to get What You Want 
You will find ita SERVICE THAT SERVES. 


It is the hardest thing in the world to find and 
the cheapest thing in the world when found. 

















“73 AUTOMATIC GAS WATER HEATERS O~ 


PITTSBURG WATER HEATER COMPANY - —- —- PITTSBURGH, PA. 





Mention Domestic ENGINEERING when writing advertisers. 








